F 


■'^rr-TF 


5/S 


an  Francisco  Public  Library 


OOVERNMENT INFORMA-DON  CENjtft 
SAN  FRANCJSOO  PUBLIC  UBRAFTf 

REFERENCE  BOOK 


[  Not  to  be  taken  from  the  Library 


im  u  mi 


AGM-2098;AGM-2118 


SAN  FRANCISCO  ARTS  COMMISSION 


CIVIC  DESIGN  COMMITTEE 


PROCEEDINGS 
1986-1987 


3  1223  06257  1378 
3  1223  06257  1386 


CrV'i    AlIU   CUUHTY    UF    SAIl    fllANCiSCU 


Airrs  V 


••^LUtl 


c  1  V  J.  c     u  E  s  i  u  n     c  u  n  II  1  T  T  E  E 


ACTiUIl    UECUlUlEMUATiUN   FOIUI 


'0,30 


Si  /  t^-^~%Mj-id 


Tlie  Civic  Uesiyii  Coiiunittee  of  the  San  Francisco  Arts  Commission,  at  its  meetii\g  o 
^^^27  January  1986  ^  reviewed  tlie  foiiowiny  project  and  recammends  action  to  the 


Commission  as  indicated,  subject  to  such  conditions  as  may  be  noted. 


PRUJECT  SUBMiSSiON:   Strybing  Arboretum  Signage 
AGENDA  ITEHi  I 


PHASE 


PRESENTED  BY:   Walden  R.  Valen,  Director 


_LL_y.^Jl. 


PROJECT  DESCRIPTION: 


Garden  entrance  map,  interpretive  sign  and  information 
kiosk  for  Strybing  Arboretum  and  Botanical  Gardens. 


DOCUMENTS  DEPT. 

AUQo     1983 

San  FRANCISCO 


I 
COMMITTEE  RECOMMEN 

T'OR  THE  COMMITTEE 

THE  AIM'S  COMMISSI 


SUBJECT  TO: 


CHAIRPERSON 


CC23-86-33 


APPROVED  THE  PROJECT  SUBMiSSiON  AS  INDICATED  HEREIN. 
FOR  THE  COMMISSION: 


C'-d^'^'-i^  ^y'l'^ dsr^^* 


g^nV*WV» 


,  RESOLUTION  NO. 


,DiRECTOi^ 


tJT^I^i^'S^si^fiViSfiJsi^i/wgrf; 


(415)    55B-J463 
» 


45    HYDE   STREET   -    ROOM   319  SAN   FRANCISCO,    CA   9'liO.l 

2  48543    SFPL:     ECONO    JRS 


133     C.FPI 


riQ  /0-7  /r>-) 


CiT")!    AtlU    CUUHTY    Uf    SAN    FllANCiSCU 


ARTS    L'O/U'lISyjDjJ 


CIVIC      D   E   5    1   G   n      C   U   II  M   1    T  T   E   E 

ACTIUM    RECUIUIEIIUATIUIJ   lUlUl  •    - 

Tlie   Civic   Uesiyii  CoiiuiiiLtee   of    tlie    Saii   Francisco   Arbs   Coimiiissiotj,    at   its   ineetin-j   o 

27   January    1986    ^    reviewed    tlie    foiiowiiiy   project   and   recojiunetids   action    to    t\\o. 
Coiiiiiiission  as   indicated,    subject    to   sucli   conditions   as  may   be  noted. 

PRUJECT   SU13MISSIUN!  24th   Street   Mini   Park  Rehabilitation         PHASE  i 

AGENDA    ITEM:         ^ PRESENTED   BY:       Shannon   Maloney/Recreatlon   and   Parks    Kate    Rp.nd 

PRUJECT   DESCRIPTIUN!  I 

$42,000   rehabilitation   of   park   at    24th   and   York   Streets, 
putting   In   seat   walls,    curbs,    new  wood,    play   structures 
and   drainage. 


C0M141TTEE    RECUMMENDA'ill 
FOR   THE    CUI-IMITTEE 


SUBJECT   TO: 


»»v^ 


CHAIRPERSON 


^5"ert  L&^KOcL^   . 
THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF    3  February  1986   ,  RESOLUTION  NO.CC23-86-.;i/> 


APPI^OVED  THE  PROJECT  SUBMISSION  AS  INDICATED  HEREIN. 
FOR  THE  C0I4MISSI0N: 


, DIRECTOR 


(415)  55B-J463 


45  HYDE  STREET  '-    ROOM  319 


SAN  FRANCISCO,  CA  941U2 


CITY  AlIU  CUUHTY  UF  SAN  FllANCiSCU 


ARTS  COMMiSSlUfJ 


C  1  V  I  C.  D  E  S  1  G  IJ   C  U  n  M  I  T  T  E  E 
ACTimi  UECOllilEMDATlUt^  Fumi 

Tlie  Civic  Design  Coiiuuihhee  of  tlie  San  Francisco  Arts  Cotninission,  at  its  meeting  o 

27  January  1986  ^  reviewed  tlie  foliowiny  project  and  reco.itunends  action  to  the 
Commission  as  indicated,  subject  to  such  conditions  as  may  be  noted. 


Colt  Tower  Restoration 


PRUJECT  SUBMiSSiON:  

^       PRESENTED  BY:    ■^^t  Lee/Bureau  of  Architecture 


PHASE   I,  II 


AGENDA  ITEt'l! 


PROJECT  UESCRirTlON; 


Replacement  of  patches,  sealing  of  roof  flashing, 
repair  of  rusted  metal  and  application  of  surface 
castings  such  as  Thuro-Seal  to  prevent  further 
water  intrusion;  to  be  completed  approximately, 
by  October  1986  with  placement  of  new  commemorative 
plaque  on  exterior  wall. 


COMMITTEE  RECOMMENDATiOi 
FOR  THE  COI>lMiTTEE: 


SUBJECT  TO:  placement  of  cushion  igaiii? 
murals  during  constj-Ti  '^tl'  m  i" ' 


CHAIRPERSON 


.  rWDert  Lau^occa         „  matcnjne  cnior^ 

THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF    3  February  1986   ,  RFUSoi^LTriON  NO.  CC.3-r6-. 

APPROVED  THE  t^ROJECT  SUBMiSSiON  AS  INDICATED  HEREIN. 


FOR  THE  COMMISSION: 


&Kc^?.^;;'UvS^«:;vi^:.^*:* 


, DIRECTOR 


(415)  558-3463 


45  HYDE  STREET  ■-    ROOM  319 


SAN  FRANCISCO,  CA  941U2 


CiTY    AlIU    (JUUllTY    UF    SAM    I'lmUClSCU 


ARTS    CUflMISSlUll 


C   1   V   I   C      D   E   S    1   G   n      C  U  n  M   I   T  T  E  E 
ACTIUU    UECUMIlEtlUATlUi^    FUlUl 

The   Civic   Uesiyii   Coimiiittee   of    the    San   Francisco   Arts   Coiiunissioii,    at    its   ineetiiKi    o 

27   January    1986    ^    reviewed    tlie    foiiowiny   project    and    recoiiunends    action    to    tlie 
Coiiiiiiission   as    indicated,    subject    to   such   conditions   as   may   be   noted. 

PRUJECT  SUUMlSSiON:       Missouri    Street   EucroachmenI:    Permit PHASE        j,    i  \       m 

AGENDA    ITEM:  ^ PRESENTED   BY;        Joe    Ovadia/PUC    -    Streets    &    Highways    Division 

PRUJECT   DESCRiPTiUll: 


,   for   Mary   Rubin,    Jack   Scott   and   Associates,    re:      construction   of 
retaining  wall   lAj-feet      at   highest    ,    on   lot   at   Missouri 
and   Army   Streets. 


C0Ml>1iTTEE   HECUMJMENDAJl'iU 

fOR   THE    CUl-U^liTTEE 

RiEert    LaTlo fc^a 
THE    ARTS    COMMISSION,    AT    ITS    MEETING    OF 


SUBJECT  TO 


placement  of  fence  atop  wall 
for  safety. 


,  CHAIRPERSON 
3  February  1986   ,  RESOLUTION  NO.CC23-86-J; 


APPROVED  THE  PROJECT  SUBMISSION  AS  INDICATED  HEREIN. 
FOR  THE  COMTIISSION  :     Z'  "^^  -  ^  -<^ 


, DIRECTOR 


Lrr;:-,i;;.\:;:;i^vi^^i!.-A:vs;^ 


(415)  558-3463 


45  HYDE  STREET  -  ROOM  319 


SAN  FRANCISCO,  CA  941U2 


CiT^    MIL)   CUUMTY    UF    SAN    FllANCiSCU 


ARTS    COflMlSSlUll 


y 


CIVIC      DESIGN      C   U   n  M   I    T   T   E   E 

ACTlUtl   UECOIUIEMUATIUH   FUlUl  •       , 

/' 

The   Civic   Design  Coimiiittee   of    blie    Saii   Francisco  Arbs   Cotiunission,    at   its  ineetiiiy   o 

27   January   1986  ^    reviewed    the    following   project   and   recoiranends   action    to    the 
Coiiiinission   as   indicated,    subject    to   such   conditions   as   may   be   noted. 


PRUJECT  SUBHlSSiUN:  25th  Avenue   Encroachment   Permit 


PHASE  I.  II.  li.I 


AGENDA  ITEM:     5     PRESENTED  BY:   Joe  Ovadia/PUC/Streets  &  Highways  Divis Lor 
PRUJECT  DESCIUPTION! 

Permit  on  25th  Avenue,  north  of  Wawona  Street,  for  Thomas 
E.  McCormick,  re:   construction  of  elevated  driveway 
structure. 


COMMITTEE  RECOMMENDATigil : 
:  FOR  THE  C0I4M1TTEE: 


reforestation  of  trees  and 
SUBJECT  TO*  cascading  plantings  and  cai 

for — erosion: 

,  CHAIRPERSON 


--jFert  L^oica 
THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF     3  February  1986   ,    RESOLUTION  NO.  t;c23-86- 5  / 


APPROVED  THE  PROJECT  SUBMISSION  AS  INDICATED  HEREIN. 
FOR  THE  COt4MISSION! 


^^<^if^  ^>^/%r^^ 


:i<V^V^. 


l^:^i^^<^;-<Mi^-^-f^fa" 


, DIRECTOR 


(415)  558-3463 


45  HYDE  STREET  ^  ROOM  319 


SAN  FRANCISCO,  CA  941U2 


t'lTY    AllU   CUUHTY    UF    SAN    FllANClSCU 


AHTS    COMMISSIUN 


CIVIC      D    E   S    1   G   ti      C   U   M  M   I   T   T   E   E 

ACTlUtl    llECUtUlEMUATlUN    FOllM 

/' 

The  Civic  Uesiyii  Committee  of  tlie  San  Francisco  Arts  Commission,  at  its  meeting  o 

27  January  1986  ^  reviewed  tlie  following  project  and  recommends  action  to  the 
Commission  as  indicated,  subject  to  such  conditions  as  may  be  noted. 

PRUJECT  SU13HISSIUN:   '^"'^^  Commons  PHASE        I 

AGENDA  ITEM:    6, 


PRESENTED  BY:      Shannon  Maloney 


PRUJECT  DESCRIPTION! 

Addition  to  small  park  that  goes  from  Guetrero  Street  to  San  Jose  Avenue,  near 
26th  Street,  lighting,  irrigation  and  play  equipment. 


COMMITTEE  RECOMMENDATION. 

FOR  THE  COMMITTEE   .        _ 

THE  ARTS  COMMISSIOt4,  AT  ITS  MEETING  OI' 


SUBJECT  TO! 


,  CHAIRPERSON 
3  February  1986   ,  RESOLUTION  NO.  CC23-06-J? 


APPROVED  THE  PROJECT  SUBMISSION  AS  INDICATED  HEREIN. 


FOR  THE  COt4MISSI0N 


l^DiiiyS'i^!^*Sm.i^;fCgl  ■ 


, DIRECTOR 


(415)  558-3463 
> 


45  HYDE  STREET  '-  ROOM  319 


SAN  FRANCISCO,  CA  941U2 


A70.  so 


DOCUMEMTS  DEPT. 

AUG  3     1983 

SAN    FKAWCISCO 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94 102 
415  558  3463 


CIVIC  DESIGN  COMMITTEE 

FEBRUARY  24,  1986 

1:30  p.m.   MAIN  LIBRARY,  CIVIC  CENTER 

3rd  FLOOR  COMMISSIONERS  ROOM 


DiAnne  feinstein 
MAYOR 

CItiirp  N.  I5A.1CS 
DIRECIOR 

COMMISSIONf.RS 
liicquoline  NemerovskI 
I'tcsldenl 

Robeii  L-iRocca 
Vice  President 

i/etnon  Alley 
rimotti"  Duncan 
o  1 

A  (lerson 

'eler  Rodiiguej 
(oselyne  C.  Swig 
(ay  Taliaferro 
Jmllrl  Vedensky.  |r 

X  orricio  mfmbers 

residents  of  the 
Ine  Atls  Museum, 
ibraty  Commission, 
lanning  Commission, 
ecteatlon  and  Park 
ommission 


A 


N   D   A 


PRIVATE  SUBMISSIONS 

i.   MPA  Designs/Great  Highway  Restroom  Restoration/ 
Mr.  I.Keith  Kawaitiura        ( 

II.   Office  of  the  Chief  Administrative  Officer/ 

Lighting  Design/Civic  Center/Mr.  Richard  Iledman 

III.   Office  of  the  Chief  Administrative  Officer/ 

Brooks  Hall  Stairway  Coverings/Mr.  Richard  Hedman 

SUBMISSIONS  BY  DPW/ENGINEERING 


d^X 


Great  Highway  Seawall  Promenade/Ms.  Loriann  Gordon 


[  V.   Wayne,  Wentworth  and  Walter  U.  Lum  Alleyways/ 
Ms.  Loriann  Gordon 

V|.   Little  Hollywood  Playground/Mr.  Walter  Kocian 

SUBMISSIONS    BY    DPW/ARCHITECTURE  , 

Vl  7vC/fA\flOi     3--UIMS.    £Xl£JM5ldl^      ST 5 'W/wA^LSrS M 

VII I   Renovation  to  Diamond  Heights  School  for  Relocation 
of  Police  Training  Center/Mr.  Mark  Primeau 


PHASE (S) 
PHASE (S) 


I,  II,  III 


I,  II,  III 


I,  II,  m;i 


I,  II,  III 


SP 

A70,  iO 
«  2 


45  Hyde  Street 
Suite  319 

San  Francisco,  CA  94102 
415  558  3463 


•55  'O'OO.^-^x   ^'  ^ 

-^     CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION    FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 

meeting  of    2-24-86 .reviewed  the  following  project  and  recommends 

action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


DIanne  Felnslein 
MAYOR 

CJAlte  N  Isaacs 
DIRECIOR 

COMMISSIONtRS 
|acqueliiie  Nemerovsk) 
PieslclenI 

Robeil  LaRocca 
Vic  -  "resident 

"  Alley 

liii.-iiiy  Duncan 
|o  Hanson 
William  Paierson 
Peter  Rodriguez 
Roselyne  C  Swig 
Ray  Taliaferro 
Dmild  Vedensky.  |r. 

EXOrriCIOMtMBtRS 
Presldenis  ol  the 
fine  Arts  Museum. 
Library  Commission. 
Planning  Commission. 
Recreation  and  Park 
Commission 


PROJECT  SUBMISSION: 


GREAT  HIGHWAY  RESTROOM  RESTORATION 


PHASE 


7  1,11,111 


AGENDA  ITEM: 


PRESENTED  BY:  ^^ith  Kawamura/Willie  Re II 


PROJECT  DECRIPTION: 


Renovation  and  rehabilitation  of  four  restrooms 
along  Great  Highway  including  painting,  new  doors, 
and  glass,  retaining  original  tiles  and  marble; 
replacement  of  fixtures  and  installation  of  fixed 
windows  with  obscured  wire  glazing. 


DOCUMEfSiTSDEPT. 

AUGO     135^ 

SAN   FRANCISCO 


i  <^^' 


Committee   Recommendation:       APPROVED 


e   Committee:     VtWl^    V^fcTl^tj^ 

ts   commission,    at   its   meeting   ofS^ 
CC   33-86-^^ 


Subject  to: 


For  the 
The  Ar 
Resolution  No. : 


, Chairperson 

3  MARCH  1986 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission 


45  Hyde  Street 
Suite  319 

San  Francisco,  CA  94 102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 

I 

meeting  of   2-2A-86 , reviewed  the  following  project  and  recommends 

action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION! 


CIVIC  CENTER  LIGHTING  DESIGN 


PHASE 


DIanne  feinstein 
MAYOR 

Claire  N  Isaacs 
DIRECTOR 

COMMISSIONtRS 
Jacqueline  Nemerovski 
President 

Robert  LaRocca 
''    -  President 

.n  Alley 
irinothy  Duncan 
|o  Hanson 
William  Paterson 
Peter  Rodriguez 
Roselyne  C  Swig 
Ray  Taliaferro 
Dmiiil  Vedensky.  |r. 

LX  OfFICIO  MEMBERS 
Presidents  of  the 
Fine  Arts  Museum. 
Library  Commission, 
Planning  Commission, 
Recreation  and  Park 
Commission 


AGENDA  ITEM: 


PRESENTED  BY; 


Richard  Hedman 


PROJECT  DECRIPTION: 


Preliminary  phased  locations  for  new  lighting 
standards  on  Civic  Center  Plaza 


Committee  Recommendation:   APPROVED 


For  the  Committee 
The  Arts  coimnlssion 
Resolution  No.:     CC  33 


on,  at  its  meeting  of     I 


Subject  to: 


as  Indicated  herein. 
For  the  Commission: 


,86^ 


Chairperson 
3  MARCH  1986 


approved  the  project  submliisJon 


r.r<fc:<< 


l^'kawrW'  ,^ 


Director  of  Cultural  Affairs 


45  Hyde  Street 
Suite  319 

SA(irr<nicl5co,CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMI^IENDATION   F0R1>1 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Conunisslon,  at  its 

meeting  of    2-24-86 , reviewed  the  following  project  and  recommends 

action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted.  ' 


PROJECT  SUBMISSION:   BROOKS  HALL  STAIRWAY  COVERINGS 


PHASE   I'  II-  m 


AGENDA  ITEM: 


PRESENTED  BY:   Richard  Medman/Josepli  Chow  Assoc 


|)l.>nne  Feliislein 
MAYOR 

Cl.ilre  N  Isaacs 
DIRtClpR 

COMMISSIONERS 
|AC()ueliiie  Nemerovski 
Presldenl 

Robcil  I  aRocca 
fresldent 

.on  Alley 
Ilmolliy  Duncan 
|o  Hanson 
Willi.im  PAlerson 
Peter  Rodriguez 
Roselyne  C.  Swig 
R.iy  Tallflferro 
Omitrl  Vedensky.  |r, 

LX  OfriCIO  MtMBtRS 
■'residerils  ol  the 
liie  Arts  Museum. 
-Ibrflry  Coinrnlsslon, 
■"lAnnlng  Commission. 
lecreAtion  And  Park 
lommlsslon 


PROJECT  DECRIPTION: 


Placement  of  sliding  plates  over  stairways  on  Grove 
Street  side  of  Plaza,  leading  into  Brooks  Hall  in 

seven  (7)  locations. 


•■■'.  •■ 


TUr. 


SI 


[  ^^"  ojJ' 


Committee   Recommendation:       APPROVED 

presentation   of    colors   and   detail. 

For    the   Committee  :^|/yVVt/TH   Vf^d^y^UiA    .Chairperson 
The   Arts   commission,    at   its   meeting  of  "^     3  MARCH   1986 


Subject    to:     Phase    III 


Resolution  No. 


CC   33-86- 


^ 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commiss 


ion:  ,'^  .•■'.,  ,;.-^     ,''y-    -\..-<- 

-L li — ,-|i  .r'.'  {t _Li — (i-c — I — I : : 

Director  of  Cultural  Affairs 


\ii^^-f*^. 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94102 
415  558  3463 


CIVIC   desJgn   committee 

ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Conmiission,  at  its 

meeting  of   2-24-86 , reviewed  the  following  project  and  recoimnends 

action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:  WAYNE,  WENTWORTH,  LUM  ALLEYWAYS 


PHASE 


I,  II,  III 


AGENDA  ITEM: 


PRESENTED  BY:   Loriann  Gordon 


DIanne  Felnsteln 
MAYOR 

CUIte  N  Isaacs 
DIRtCTOR 

COMMISSIONERS 
lacquellne  NemerovskI 
President 

Robed  LaRocca 
Vi'"  President 

n  Alley 
in.iolhy  Duncan 
|o  Hanson 
William  Paierson 
Peter  Rodiiguez 
Roselyne  C  Swig 
Ray  Taliaferro 
Dmitri  Vedensky.  )r 

LX  OFFICIO  MEMBERS 
Pfesidenis  of  the 
fine  Arts  Museum. 
Library  Commission. 
Planning  Commission, 
Recreation  and  Park 
Commission 


PROJECT  DECRIPTION: 


Placement  of  bollards,  tree  gratings,  curbs  and 
cutters  and  street  detainers  for  garbage  receptacles, 
and  passive  seating,  planter  walls  with  plantings, 
railings  and  benches.  . 

Comirttc  remedy  ^^SifJi^ouMr^f-  te^  f>aif^r 
be  reduced  c^  blW<lr  34^  rtii|<iigs,  t^xej  ar 


1  Xg?a^ 


Committee   Recommendation:       APPROVED 


lion,    at    its   meeting   of  C'        ■ 


Subject  to; 


For  the  Committee 

The  Arts  commission,  at  its  meeting 

Resolution  No.;     CC  33-86-  '7^ 


Chairperson 

3  MARCH  1986 


approved  the  project  submission 


as  indicated  herein. 


For  the  Commission: 


Director  of  Cultural  Affairs 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94102 
4IS  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION    FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 

meeting  of    2-24-86 , reviewed  the  following  project  and  recommends 

action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:   KITTLE  HOLLYWOOD  PLAYGROUND 


PHASE   I 


DUnne  Felnslein 
MAYOR 

Cldiie  N  Isaacs 
DIRtCIOR 

COMMISSIONtRS 
lacquelliie  Nemerovski 
Presldenl 

Robert  LaRocca 
Ptesidenl 

''*      .ion  Alley 
Timothy  Duncan 
|o  Hanson 
William  Palerson 
Peier  Rodriguez 
Roselyne  C.  Swig 
Ray  Taliaferro 
Dmitri  Vedensky.  )r. 

tX  OFFICIO  MEMBERS 
Presidents  ol  the 
Fine  Arts  Museum. 
Library  Commission. 
Planning  Commission. 
Recreation  and  Park 
Commission 


AGENDA  ITEM: 


PRESENTED  BY: 


•WALTER  KOCIAN/General  Engineering  Ser/Li 


PROJECT  DECRIPTION: 


Placement  of  patwand  grass  bulkhead  with  four 
picnic  areas,  grass  and  planting  of  trees. 


'w- 


Committee   Recommendation:       APPROVED 


Subject    to; 


:    kiWb    MbAini^ktA     ,ChaI^ 


For  the  Committee 

The  Arts  commission,  at  its  meeting  of 

Resolution  No.:     CC  33-86-^7 


son 

3  MARCH  1986 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission: 


Director  of  Cultural  Affairs 


45  Hyde  Street 
Suite  319 

San  Francisco,  CA  94 102 
415  558  3463 


CIVIC 


DESIGN    COMMITTEE 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 

meeting  of    2-24-86 , reviewed  the  following  project  and  recommends 

action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:  PUC/MUNI  J-LINE  EXTENSION  ISLAND  BRIDGE  p^ASE   ^'  ""^^ 


AGENDA  ITEM: 


PRESENTED  BY: 


Stein  &  Walstein  and  Darlene  cbang 


Di.inne  Feinstcln 
MAYOR 

Claire  N  Isaacs 
DIRtCTOR 

COMMISSIONERS 
lacqueliiie  Nemerovski 
President 

Robert  LaRocca 
'■       President 

in  Alley 
-litiiolhy  Duncan 
|o  Hanson 
William  Paterson 
Peier  Rodriguez 
Roselyne  C  Swig 
Ray  Taliaferro 
Omiiri  Vedensky,  |r. 

€X  OrriCIO  MEMBERS 
Presidents  o(  the 
fine  Arts  Museum. 
Library  Commission, 
■'lanning  Commission. 
Recreation  and  Park 
Commission 


PROJECT  DECRIPTION; 


Construction  of  pedestrian  bridge  across  San 
Jose  Avenue  at  Glen  Park  Station,  which  will 
be  compatible  in  design  with  nearby  Cal  Trans 
version,  with  lighting. 


Committee  Recommendation:   APPROVED 


on,  at  its  meeting  ot^ 


Subject  to; 


For  the  Committee 

The  Arts  commission, 

Resolution  No.:     CC  33-86-  ^,^ 


, Chairperson 
3  MARCH  1986 


approved  the  project  suhnii  S5;  ion 


as  indicated  herein. 


For  the  Commission: 


Director  of  Cultural  Affairs 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94 102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION    RECOMMENDATION    FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 

meeting  of    2-24-86 , reviewed  the  following  project  and  recommendt; 

action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


Dl<inne  feinstein 
MAYOR 

Cl.>lte  N  IsAifcs 
DIREC10R 

COMMISSIONERS 
Jacqueline  NemerovskI 
President 

Robert  LaRocca 
Vice  President 

n  Alley 

(hy  Duncan 
|o  Hanson 
William  Palerson 
Peter  Rodiiguez 
Roselyne  C.  Swig 
Ray  Taliaferro 
Dmitri  Vedensky.  )r 

LX  OFriCIO  MEMBERS 
Presidents  of  the 
fine  Arts  Museum. 
Library  Commission. 
Planning  Commission, 
Recreation  and  Park 
Commission 


PROJECT  SUBMISSION:  RENOVATION  OF  DIAMOND  HEIGHTS  SCHOOL   pj,^gg  i,ii,iii 
FOR  FOOICE  TRAINING  CENTER — 


AGENDA  ITEM: 


PRESENTED  BY: 


Mark  Primeau/DPW  Architecture 


PROJECT  DECRIPTION; 


Demolition  of  southern  portion  of  existing  structure, 
and  renovation  from  School  to  Police  Training  Center 
usage.   $850,000  budget,  excluding  landscaping. 


I 

Committee  Recommendation:   APPROVED 
ment  review  and  re-sjjbmittal  of  signage  design. 


For  the  Committe 
The  Arts  commiss 
Resolution  No. : 


re-sjjDmiccai  or  signage  aes 
ion,  at  its  meeting  of-^   ; 


Subject  to:  ^^t:  Enrich- 


Chairperson 
3  MARCH  1986 


CC  33-86-  ^^ 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission: 


-^ 


x-^"A 


Director  of  Cultural  Affairs 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94 102 
415  558  3463 


SP 

A70.30 
^  2 


yiui^LAjju^ 


•^CIVIC   DESIGN    COMMITTEE 

<f^'      r- 

ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of   24  March  1986,  reviewed  the  following  project  and  recommen<ls 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  miy 
be  noted. 


PROJECT  SUBMISSION:   Encroachment  Permit/Banks  Street 


PHASE 


I,  II   f 


AGENDA  ITEM: 


Di.mne  Feinstein 
MAYOR 

Claiie  N  Isaacs 
DIRLCTOR 

COMMISSIONtRS 
lacqueline  NemerovskI 
President 

Robert  LaRocca 
Vice  President 

Vernon  Alley 
Timothy  Duncan 

Hanson 

Mam  Paterson 
leter  Rodriguez 
Rosclyne  C  Swig 
Ray  Taliaferro 
Dmitri  Vedensky.  |r 

tX  OFFICIO  MEMBERS 
Presidents  of  the 
Fine  Arts  Museum. 
Library  Commission. 
Planning  Commission. 
Recreation  and  Park 
Commission 


PRESENTED  BY:  Aldo  Stemberga , 310  Lang  Rd ,  Bur ' Ingni  ■ 
CA,  94UlU/Joe  Ovadia,  Div.  StrecTs'S"  H 


PROJECT  DECRIPTION: 


Construction  of  retaining  wall  on  Banks  Street; 
north  of  Chapman  Street. 


DOCUMENTS  DEFT. 

AUGG     132-8 

SAN    FRANCISCO 


'#^ 

"m^ 


Committee  Recommendation: 


APPROVED 


Approval  of  drawings. 


For    the    Committee:    \y|VUAFl 
The   Arts    commission 
Resolution  No.  :       CD47-86-110 


Subject    to: 


l^lVUAn   \jf;JjblUiUy\     ,Chairp. 
,    at    its   meeting   of^7   April   1 


)erson 
.986 


approved  the  project  submisslo 


as  indicated  herein. 
For  the  Commission 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94102 
415  556  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civip  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of   24  March  1986, reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 

PROJECT  SUBMISSION:   Encroachment  Permit/5th  &  Market  Sts.  piiASE^'  ^^'  ^'^ 


Di.inne  felnslein 
MAYOR 

Cl.iire  N.  Isaacs 
DIRtCTOR 

COMMISSIONERS 
lacqtifliiie  Nemerovski 
President 

Robert  URocca 
Vice  President 

Vernon  Alley 
Timothy  Duncan 
/    "(^p  Hanson 
'^^  'illiam  Palerson 

'      I'eler  Rodriguez 
Roselyne  C  Swig 
Ray  Taliaferro 
Dmitri  Vedensky.  |r. 


LX  OFFICIO  MEMBERS 
Presidents  of  the 
Fine  Arts  Museum, 
library  Commission. 
Planning  Commission, 
Recreation  and  Park 
Commission 


AGENDA'  ITEM: 2 PRESENTED  BY;  SIgfrled  Abraham,  3420  Delaware  St. 

Oakland,  CA/Joe  Ovadia,  DPW 

PROJECT  DECRIPTION:  > 

Flower  Stand  on  south  side  of  Market  Street,  100  feet  of  westerly 

line  of  5th  Street.   aluminum  andplexiglas  structure,  color  to  match 

901  Market  Street  exterior. 


^V 


Committee  Recommendation: 


APPROVED 


Subject  to: 


■  ttee:  \/-VV\A^  V ^'"^l/fcM/^^ ^  , Chairperson 


For  the  Commit 

The  Arts  commission,  at  its  meeting  of'^"^  7  April  1986 

Resolution  No.  ;   CD47-86-111 approved  the  project  .subrniss 


as  indicated  herein'. 
For  the  Commission 


^-^^ 


Director  of  Cultural  Affairs 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
,       ACTION   RECOMMENDATION   FORM 

The  CivijC  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of   24  March  1986, reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION: 


Japanese  TEa  Garden  Plaques 


PHASE  I,  I!,  Ill 


AGENDA  ITEM: 


PRESENTED  BY:  Ed  Shuster,  Dept.  of  Recreation  &  Pn  i  1<  s 


Dl.inne  Felnslein 
MAYOR 

Clalte  N  Isaacs 
DIRtCTOR 

COMMISSIONERS 
lacqueline  NemetovskI 
President 

Robert  Lv\Rocca 
Vice  President 

Vernon  Alley 
Timothy  Duncan 
'o  Hanson 

/illiam  Paterson 
.'eter  Rodriguez 
Rosclyne  C  Swig 
Ray  Taliaferro 
Dmitri  Vedensky,  |r. 

Lx  orricio  members 

Presidents  o(  the 
fine  Arts  Museum. 
Library  Commission. 
Planning  Commission. 
Recreation  and  Park 
Commission 


PROJECT  DECRIPTION; 

Five  (5)  interpretive  brass  anodized  plaques  explaining 
features  in  Tea  Garden  using  words,  calligraphy  and  designs, 
having  bamboo  and  wood  rustic  frames  set  on  square  poles. 


Committee  Recommendation; 


APPROVED 


Subject  to; 


■^^?&\ 


Fo 
Th 


r  the  Committee:  \,yVVlA/fO  V^Tzf^T/tOvM   , Chairperson 
e  Arts  commission,  at  its  meeting  of^  7  April  1986 


Resolution  No.  :   CD47-86-112 


approved  the  project  .■^^ubniJ  ■■;!  ii  i 


as  indicated  herein. 
For  the  Commission: 


Dire' 


A5  llydnSlieet 
Stille  319 

S.1I1  rt<incl?coCA  94102 
415  S58  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMIENDATIUN   FORl-1 

The  Civip  Design  Coiiunittee  of  the  San  Francisco  ARts  Conunission,  at  J  ts 
meeting  of   24  March  1986,  reviewed  the  following  project  and  recoiiuiiendf! 
action  to  the  Coimnission  as  indicated;  subject  to  such  conditions  as  inny 
be  noted. 

PROJECT  SUBMISSION:     Golden  Gate  Park  Nursery  Greenhousespj^g^,  j.^  ^^ 


AGENDA  ITEM: 


PKESIlNTED  BY:  ^^'^    l.oo/DI'W,  Burenn  of  Arch  i  I  "r  I  ut 


()l.vmr  f clftslcin 
MA>OU 

Cl.iiip  N  K.iiics 
UlRtCIOR 

COMMISSIONERS 
|.AC(|iprli!ie  Nenieiovski 
I'lesideiil 

Rolicil  l.iRocc.1 
Vice  I'te'iklciil 

Vrriinn  Alley 
Tliiiolliy  DuMCfln 
Ic  I  I.1I1SOI1 

VVillliiiii  r,itei5oii 
I'rlef  Rodilp.iie? 
Rosclytie  C  Swig 
R.iy  Tall.ileito 
Dmilfl  Vedeiisky,  |r. 

fx  orricio  mfmdirs 

rirsklntls  of  the 
rinc  Alls  Miiseiini. 
Lilii.iiy  Conmilsslon. 
I'l.iiining  Commission. 
RccieiTlioD  ,Micl  Veitk 
Commission 


PROJECT  DECRIPTION: 

Construction  of  two  (2)  new  greenhouses  and  a  cool  house  made  of 
aluminum  and  glass,  plus  back  wall  of  brick,  not  in  public  area. 


:"^'i 


Commi 1 1 e e  Re commenda  t io n ; 


APPROVED 


Subject  to: 


Phase  11  and  Percent-f or-Art  Approval 


t:':ee:  ^IAu/tI    \l(^Jq/ACA,Cha±rpexsoix 


For  the  Commi I 

Ihe  Arts  commission,  at  its  meeting 

Resolution  No.  :   CD47-86-1  13 


k^^MAChaii 

of  --"T  April 


1986 


approved  the  project  submiseio' 


as  indicated  herein. 
For  tlie  Commission: 


^^Z»^^^ 


I  iCtfairs  ."' 


IS  llytlcStieet 
SuKe  319 

S.Tt  ri<ii\cl!;co,CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOWlENDATiUN   FUim 

Tlie  Civic  Design  Coniniittee  of  tlie  San  Francisco  ARLs  Coiiuiiission,  at  its 
meeting  of   26  Marctt  1986,  reviewed  the  following  project  and  recommends 
action  to  tlie  Coiumission  as  indicated;  subject  to  such  conditions  as  moy 
be  noted. 


PROJECT  SUBMISSION:  Diamond  tleights  School  Renovation 


PHASE  IIT  Sup|->leii'  n 


lii.iiiMf  fclnslclii 
MAYOU 

Cl-iirr  N   U.i.ics 
UlRtCIOR 

COMMISSION!  R5 
|.\cc|iirlinc  Neinetovski 
Pie^ldciil 
Rchcit  I  oRoc TA 
Vice  I'lesklcut 

Vctiion  Alley 

llmolhy  nunc^n 

_  \o  H.wson 
P 
Willi.iin  Piileison 

Pclpr  Rodilp/irr 

Rosclync  C   Swli^ 

R^y  T.ill.i(ciio 

Diniltl  Vecleiisky.  |r. 

LxorrinoMrMotRS 

I'lrsidriiK  of  llie 
Fliir  Ail5  Miiieum. 
Llbt.Tty  CommKsloti, 
I'ltMiiiliig  Coninilssioii. 
Recre.Mioii  .ind  I'flik 
Commission 


AGENDA  ITEM: 


for  Police  Training  Facility 

PRESENTED  BY:  Mark  Primeau/DPW  Architecture 


PROJECT  DECRIPTION: 

Exterior  signage  2' 3"  x  8'  made  of  concrete  on  12'  pylon,  stating, 
San  Francisco  Police  Academy,  Diamond  Heights,  in  brass-coated 
aluminum  raised  letters  and  concealed  fasteners. 


Committee  Recommendation: 


APPROVED 


Subject  to: 


For  the  Committee 

The  Arts  commission,  at  its  meeting 

Resolution  No.:   CD47-86-1 1-'^ 


, Chairperson 
April  1986 


approved  the  project  submisf;  I 


as  indicated  herein. 
For  the  Coimuission: 


Direc 


:]<P-0WK!t^l  Affairs 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94102 
4IS  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civijc  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of   24  March  1986, reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:   Encraochment  Permit/Chestnut  Street    PHASE  1'  ^^'    ^I^- 


AGENDA  ITEM;     IQ 


PRESENTED  BYiJoe  Ovadia,  DPW  Bureau  of  Architecture 


DIflnne  felnstein 
MAYOR 

Claire  N.  Isaacs 
DIRECTOR 

COMMISSIONERS 
Jacqueline  Nemerovski 
President 

Robert  LaRocca 
Vice  President 

Vernon  Alley 
Timothy  Duncan 
' o  Hanson 
{-^     /illiam  Paierson 
-I'eter  Rodriguez 
Roselyne  C  Swig 
Ray  Taliaferro 
Dmitri  Vedensky.  |r. 

IX  orricio  members 

Presidents  of  Itie 
Fine  Arts  Museum, 
library  Commission. 
Planning  Commission. 
Recreation  and  Park 
Commission 


PROJECT  DECRIPTION; 

Russian  Hill  Terrace,  construction  of  retaining  walls,  southside  of 
Chestnut  Street  between  Hyde  and  Larkin  Streets,  made  of  concrete  and 
iron  railing  in  white  color. 


Committee  Recommendation: 


APPROVED 


Subject    to: 


■viiTtS' 


For    the   C 


ommittee;       yx^A/tAyn 


, Chairperson 


The  Arts  commission,  at  its  meeting  of  "^  April  1986 
Resolution  No. :   CD47-86-115 


approved  the  project  submissii 


as  indicated  herein. 


For  the  Commission:     ' ^^^'■■^^'^■^''atrtrr'y^ 

Director  of  CulE*tiral  Affairs 


A70.  30 


iOOi-U^-u-UM-d 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94102 
4IS5S8  3463 


^      CIVIC        DESIGN        COMMITTEE 
ACTION  RECOMMENDATION   FORM 

The  Civic  Design  Conunittee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  April  21,  1986, reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:    COMMERCE  STREET  MALL 


PHASE  I^^ 


Di.iMMp  Felnstcin 
MAYOR 

Cl.iite  N  Isaacs 
DIRECTOR 

COMMISSIONtRS 
Jacqueline  Nemerovski 
President 

Robert  LaRocca 
Vice  President 

Vernon  Alley 

Timothy  Duncan 

|o  Hanson 

William  Paterson 
»ler  Rodriguez 
)selyne  C.  Swig 

Ray  Taliaferro 

Dmitri  Vedensky.  jr 

EX  OFriCIO  MEMBERS 
Presidents  of  Itie 
Fine  Arts  Museum. 
Library  Commission. 
Planning  Commission, 
Recreation  and  Park 
Commission 


1u»i' 


AGENDA  ITEM:  One 


PRESENTED  BY:   Noel  Love 


PROJECT  DECRIPTION: 


Plaza  between  Battery  and  F ront  Streets,  including 
pipe  bollards,  cobble  stones,  trees  and  paving. 
Bollards  to  be  cast  iron  with  matte  finish,  light 
fi-xtures  to  be  be  matte  black  with  white  sphere 
globe.   Four  groups  of  street  trees  plus  column 
trees. 


DOCUMENTS  DEPT. 

AUG  8     1988 

SAIM   FKANCISCO 
PUBLIC   LIROAPV 


Committee   Recommendation:       APPROVAL 


Subject  to: 


on,  at  its  meeting  of' 


For  the  Committee 

The  Arts  commission,  at  its  meeting 

Resolution  No .  :    CC55-86-  /3d>^ 


Chairperson 


■\m~^ — fm 

approved  the  project  submission 


--^iT 


For  the  Commission: 


> 


as  indicated  herein. 


Director  of  Cultural  Affairs 


15  HydcSlieet 
Suite  319 

Sail  FiiiiicKco.CA  94102 
415  558  3463 


C  J.  V  1  C    DESIGN    C  0  M  M  1  T  T  IL  E 
ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  April  21,  1986,  reviewed  the  following  project  and  recomiiicidE; 
action  to  the  Commission  as  indicated;  subject  to  sucli  conditions  as  ma; 
be  noted. 


PROJECT  SUBMISSION: 


LOMBARD  STREET  PARKING  flARAGE 


PllASElIi     ;u| 


AGENDA   ITEM:         Two 


PRESENTED    BY*      ^^o^dou   Chong    and    Associates 


(li.iniir  reliislcin 
MAVOU 

Cl.lilC  N    ISA<KS 

DIRtClOR 

COMMISSIONIRS 
l.icqurliiie  NeiiieiovskI 
I'lesltliMil 

Rohcn  L.iRocca 
Vice  Piesiilciil 

VcKioii  Alley 
liiitothy  DiiiiCi^M 
|o  ILiiison 
VVillUni  P.ilceson 
I'cici  Rodiigiiri 
Rosclync  C  Swig 
Rtiy  Icill.iferro 
Dinllil  Vcdensky,  |r 

IX  OiriCIOMEMBtRS 
f'lesidculs  ol  the 
line  Alls  Museum, 
libi.iiy  Commission. 
I'l.Mining  Cominissinn. 
Recie.Mion  .ind  I'riik 
Commission 


PROJECT  DECRIPTION: 


Parking  garage  revision  of  glass  line  from  arcade  to 
property  line  for  retail  portion  on  ground  level;  change 
of  graphics  and  south  stairs. 


'iU«V 


Committee  Recommendation:   APPROVAL 


Subject  to;   ^''t  Enrlchnr 


For  the  Committee;  l/tVV</ri  Vfex^^^T^lf^j   ,  Cl|^^^jper^^g 
The  Arts  commission,  at  its  meeting  of 


Resolution  No.:  CC55-86-/(/^ 


approved  the  project  subinLf 


as  indicated  herein. 

For  the  Commission:^  ,..-i:^^. 


,1  .Hv»v».tn\'.ii 


■^''  '^  -^.^.. 


Director  of  Cultural  Affairs 


'15  Hyde  Street 
Suite  319 

San  rrflriclsco.CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION    RECOMMENDATION    FORM 

Tlie  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  April  21,  1986, reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:     LOMBARD  STREET  PARKING  GARAGE 


piiiiinp  Felnslcin 
MAVOU 

tl.iiic  N  ISA.ICS 
OIRICIOR 

COMMISSIONERS 
|ticqi)cline  Neinetovskl 
I'icslttciil 

Robetl  L.iRoccfl 
Vice  I'lesulent 

Vcinon  Alloy 
timothy  UullC<^n 
|o  ILvison 

Willi.MIl  PfllCfSOIl 

I'clet  Rodiigiipz 
Rosclyiie  C  Swig 
R.iy  r.illflfecio 
Dinilii  Vctlensky.  |i 

IX  Officio  MtMBtRS 
Picsidcnls  ol  the 
fine  Alts  Museum, 
Libi.My  Coininission. 
I'l.iiiMing  Commission. 
Rccip.ilioii  .<ikI  I'Aik 
Commission 


Pll/VSEIII  Supi)lemt: 


AGENDA  ITEM:    Two 


PRESENTED  BY*   Gordon  Chong  and  Associates 


PROJECT  DECRIPTION: 


Parking  garage  revision  of  glass  line  from  arcade  to 
property  line  for  retail  portion  on  ground  level;  change 
of  graphics  and  south  stairs. 


Committee  Recommendation:   APPROVAL 


For  the  Committee;  j^VK/n  ^bJ&lA^klA     . 
The  Arts  cotntnission,  at  its  meeting  of 


Subject    to:        ^''"t    I'n'i 


I  -  '• 


Chairperson 

MAY  •'      I^i86 


Resolution   No.:     CC55-86 


zM^ 


as  indicated  herein. 


y-    Z-- 


•r 


/^ 


.  ,.  .Hvt»»-*«H'.1I 


approved  the  project  suImh 


For  the  Commissiont^  ..-r 


■■'■■        ■  ')  .yii-^  ^.  .<\^  ^- 


Director  of  Cultural  Affairs 


45  Hyde  Street 
Suite  319 

San  FtaiKlsco.CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION    FOIUl 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  April  21,  1986,  reviewed  the  following  project  and  reconunends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:  National  Theatre  Week 


PHASE  L.  IL,  I  I 


AGENDA  ITEM:  Three 


PRESENTED  13Y:  P^iiip  Paskert 


|)i.\nnr  feinslcln 
MA>OR 

Cl.ilrc  N  Is.i.ics 
DIRtClOR 

COMMISSIONIRS 
|.ic()iiclit>e  NemeiovskI 
I'lesldciil 

Rdlieil  L.»Rocci< 
Vice  Piesideiit 

VcMioii  Alley 
limolliy  [)unc<fii 
|o  H<iiison 
VVilllAn)  Piiletsori 
I'clei  Roililgiiei 
Rosclyne  C  Swig 
R^y  T.ilin(ef(0 
Dinitii  Vedensky.  jr. 

LXOfriCIO  MtMBlRS 
Piesidcnl5  ol  (he 
Mne  Arts  Museum. 
libi.Ky  Commission. 
Planning  Comniission. 
Recie.<lion  .mkI  Park 
Conimission 


PROJECT  DECRIPTION: 


Erection  of  plaque  on  Portsmouth  Square 
commemorating  site  of  first  San  Francisco 
Theatre  performance. 


Sr^l 


Committee    Recommendation:       AP^;tRQg$t    NOT   APPROVED       Subject    to:      Rf'lf-' 
of   wording   by   Literature    Committee   and   pi 
and    graphics. 


NOT   APPROVED       Subject    to:   J^[21 
md   presentation   of    final   cles]7;n 


For    tl 


le   Commit  tee  :_J/j 


mgn 


The   Arts    commission,    at    its   meeting   of 
Resolution   No. :    CC55-86- 


, Chairperson 

"lyiAV  ^      1986 


approved  the  project  subini 


as  indicated  herein. 
For  the  Comm 


Herein.    y.-^  .""^ 

n  I  r  P  n  |-  ni-  n  T  f '  1 1  1  I'  1 1  |-  a  I   A  f  f  xi  i  r  c 


15  Hyde  Street 

iiille  319 

l.vi  rr^nclsco.CA  94102 

115  S5B  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION    F0R!-1 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Conunission,  at  it.s 
meeting  of  April  21,  1986,  reviewed  the  following  project  and  recoimiietids 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:  Sheriff's  Work  Furlough  Facility 


PHASE  ^I 


AGENDA  ITEM: 


PRESENTED  BY:    DPW/Bureau  of  Architecture 


^i.Minc  Iclrislelii 
VIAYOR 

Cl.ilic  M  ls.\.»cs 
UlRlCmR 

COMMISSIONtRS 
lflcc|iicliiie  NeinerovskI 
I'lcsidi'iil 

Robcii  l.iRocca 
Vice  Presiilenl 

VciMon  Alley 
Kniolhy  Dunci^n 
|o  llAnson 
Willl,\tii  I'.Wcison 
Hlrt  RodiigiiPi 
iHSclytic  C  Swig 
R.^y  T.ill,iferio 
Dniltil  Vetlensky  |( 

LX  Officio  MtMBLRS 
PiesldcDis  ol  ilie 
tine  Arts  Miiseuni. 
libi.i(y  Cotiimissioi). 
I'liMinIng  Commission. 
Recie.illon  .muI  Paik 
Commission 


Mark  Dorian 


PROJECT  DECRIPTION: 


Remodeling   of  adjoining  structure  and  construction 
of  new  two-story  structure  on  Bryant  street  enar 
8th  Street  to  include  dorms,  recreation  and 
administration,  with  three-story  central  tower. 


{^— i^oN 


Committee  Recotmnendation:   APPROVAL 


Subject  to:  exterior 


proportions  and  attention  ^o  backside  of  structure  and  art  enrichment 
prior  to  Phase  II  as  a  Phase . 11^ supplemental , 


For 


tlie    Committee;     /JVlC(vl 


The  Arts  commission,  at  its  meefcdng 
Resolution  No.;  CC55-86- /c5^^ 


as  indicated  herein. 
For  the  Commission: 


\^:^ 


, Chairperson 


MAi   •'3  ,   1906 


approved  the  project  submission 


.-.al  Affairs 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94 102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION    RECOMMENDATION    FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Conunission,  at  its 
meeting  of  April  21,  1986, reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:   101  Grove  Street/Exterior 


PHASE   I 


Di.iiinc  Feinslein 
MAYOR 

Oa'hc  N  Isaacs 
UlRtClOR 

COMMISSIONtRS 
lacqucline  Nemerovskl 
Preslcteni 

Robert  LaRocca 
Vice  President 

Vernon  Alley 
Timothy  Duncan 
'      "Hanson 

.iani  Palerson 
I'eler  Rotlriguez 
Roselyne  C  Swig 
Ray  Taliaferro 
Dmitri  Vedensky.  |r 

LX  OFFICIO  MEMBERS 
Presidents  ol  ilie 
Fine  Alls  Museum. 
I  ibrary  Commission, 
riaiinlng  Commission, 
Recreation  and  Park 
Commission 


Disabled  Ramp 

PRESENTED  BY:   Steve  Dobbs,  Bureau  of  Architecture  ,D I'W 


AGENDA  ITEM: 


PROJECT  DECRIPTION: 


Construction  of  disabled  ramp  on  Grove 
Street  side  in  beaux  arts  style  while 
repeating  existing  grill  work  and  related 
to  existing  design  elements,  5' 6"  side  and 
rising  thirty-feet  above  grade. 
fewvp  OAt^   to  pfoXfortK  <m  tdbdV 


Committee  Recommendation:   APPROVAL 


Subject  to; 


Phase  II  design  considerations  and  simplification  of  railing  concepts. 


:  VmTh  VfeW^^  . 


For  the  Committee:  l/YVyUn    V£J^*^C^P'»^'1^A_,  Chairperson 
The  Arts  commission,  at  its  meeting  of    ;,^^^y  r  '1   ,_^ 
Resolution  No.:  CC55-86-/^ 


approved  tlie  project  submissJon 


as  indicated  herein 
For  the  Commissio 


Director  of  Cultural  Affairs 


COMMISSION 
Of  SAN  FRANCISCO 


>  Hyde  Street 

lite  319 

in  Francisco.  CA  94102 

15  558  3463 


I 


i^nne  feinslein 
AYOR 

<ilie  N  Isai^cs 
RICIOR 

OMMISSIONtRS 
:c|ucline  NeinerovskI 
eskleni 

)berl  L<\Rocci\ 
:e  President 

rnon  Alley 
nolhy  Dunc<<n 
I  H<<nson 
I  lli<in>  Pfllerson 
ter  Rodriguez 
selyne  C  Swig 
y  Tflliafetro 
initii  Vedensky,  |r. 

OFFICIO  MEMBtRS 
isidenis  o(  the 
e  Arts  Museum, 
irary  Commission, 
inning  Conimission. 
creation  and  Park 
'mmisslon 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Conunittee  of  the  San  Francisco  ARts  Conunission,  at  its 
meeting  of  April  21,  1986, reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 

PROJECT  SUBMISSION:  Open  Space  Requirement/Sidewalk  Design  PHASE  Discussion 


AGENDA  ITEM:   7 


PRESENTED  BY;     Eva  Liebermann,  Planning  Commiss ion 


PROJECT  DECRIPTION: 

How  to  ensure  meaningful  open  space  for  "49 'er"  buildings  in 

area  governed  by  Downtown  Plan  within  900  feet  of  Market  Street 

by  going  off  site  since  structures  are  often  too  small  to 

accomodate  such  amenities.   Examples  would  be  benches, 

sculpture,  fountain,  paving  stones,  etc.  to  occur  on-line 

with  completion  of  building. 
I 

I 
Approved  subject  to  survey  of  likely  sites  for  off-site 

amenities  and  number  of  "49 'er"  structures  likely  to  be 

involved  and  coordination  of  this  with  existing  Market  Street 

Beautif ication  plan. 


iUr;^ 


Committee   Recommendation: 


Subject    to:    Stated   Abo'/e 


iittee:^l4Vl40      ^(djH^ 


For  the  CommJ 

The  Arts  commission,  at  its  meeting  (ff 

Resolution  No.;  CC55-86-/^ 


, Chairperson 


approved  tlie  project  submission 


as  indicated  herein. 
For  the  Commission 


Director  of  Cultural  Affairs 


45  Hyde  Street 
Suite  319 

Sflo  Franclsco.CA  94102 
4IS  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  April  21,  1986, reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:    Grattan  Playground  Rehabilitation    PMSE  III 


AGENDA  ITEM:     8 


PRESENTED  BY:     Shannon  Maloney,  DPW 


Di.inne  feinstein 
MAYOR 

Cl.iirc  N  lsi<<ics 
DIRtClOR 

COMMISSIONERS 
|.\cqiiclinc  NemetovskI 
Piesicleni 

Robert  UiRocca 
Vice  President 

Vernon  Alley 
Timothy  Duncitn 
'o  Hanson 

illiam  Pixterson 
I'eter  Rodriguez 
Rosclyne  C  Swig 
Ray  Taliafetro 
Dmiiri  Vedensl<y,  |r. 

tX  Of  FICIO  MEMBERS 
Presidents  ol  the 
Fine  Arts  Museum. 
Library  Cofnmissioii. 
Planning  Commission. 
Recreation  and  Park 
Commission 


PROJECT  DECRIPTION; 


Add  handrail,  12"  beyond  at  either  end 


Committee  Recommendation:   APPROVAL 


Subject  to: 


For  the  Committee 


The  Arts  commission,  at  its  meeting 
Resolution  No.:  CC55-86-/^^ 


approved  the  project  submif;s  J  <iii 


as  indicated  herein. 
For  the  Commission: 


Director  of  Cultural  Affairs 


5  Hyde  Street 

ulte3l9 

an  Francisco.  CA  94102 

tl5  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  April  21,  1986, reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:   North  Beach  Playground 


PHASE  III 


AGENDA  ITEM:   9 


PRESENTED  BY:    Shannon  Maloney,  DPW 


)i<(nne  Feinstein 
AMOR 

IMIre  N  Isaacs 
)IRtCTOR 

:OMMISSIONtRS 
icqucline  Nemerovski 
resident 

:oberl  LaRocca 
'Ice  President 

'ernon  Alley 
othy  Duncan 
Anson 
-niiiAm  Psterson 
'eter  Rodriguez 
toselyne  C  Swig 
tay  Taliaferro 
)milri  Vedensky  |r 

X  OFFICIO  MEMBERS 
'residents  of  llie 
Ine  Arts  Museum, 
.ibrary  Commission, 
'lanning  Commission, 
lectealion  and  Park 
lommisslon 


PROJECT  DECRIPTION: 

Remove  old  sitting  area  and  add  new  totlot  with  play 
deck,  seating  and  tables. 


Committee  Recommendation:   APPROVAL 


Subject  to: 


^^^J 


For  the  Committee;  l/yy\i("n  N{^i(/yU)UfA        , Chairp 


erson 


The  Arts  commission,  at  its  meeting  of 
Resolution  No.:  CC55-86-  /^{j* 


5  May  1986 


approved  the  project  submission 


as  indicated  herein. 
For  the  Comm 


herein, 
ission:  /\^J^^^&.^  '^ &=f^ei0^^^e^^ 


Dir^&ig^4 


al  Affairs 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION    FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  April  21,  1986, reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  sucli  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION; 


Franklin  Square  Soccer  Field 


PHASE  TT.  ITT 


AGENDA  ITEM: 


10 


DLinne  felnslein 
MAYOR 

Cl.ilie  N  Isaacs 
DIRECTOR 

COMMISSIONtRS 
lacqucline  Nemerovski 
President 

Robert  LaRocca 
Vice  President 

Vernon  Alley 
olliy  Duncan 
anson 
.fiiliam  Paterson 
Peter  Rodriguez 
Rosclyne  C  Swig 
Ray  Taliaferro 
Dmitri  Vedensky.  |r. 

tX  OrFICIO  MEMBERS 
Presidents  ol  the 
fine  Arts  Museum. 
Library  Commission. 
Planning  Commission. 
Recreation  and  Park 
Commission 


PRESENTED  BY;   Walter  Kocian/General  Englnep.ri  ng  f^prvT^p. 


DPW 


PROJECT  DECRIPTION; 


construction  of  retaining  wal]  and   players  benches.   Rehab 
existing  sand/play  pit;  realign  3ome  existing  walks  and 
add  new  irrigation  and  new  lawns. 


Committee  Recommendation:   APPROVAL 


Subject    to: 


cpwJfTj 


\w^S> 


For  the  Committee;  |/yVMTP\  vfe^^^^C^^   » 


The  Arts  commission,  at  its  meeting  of 
Resolution  No.;  CC55-86-/* 


Chairperson 
May  5,  1986 


approved  the  project  subiiiis;-loi 


as  indicated  herein. 
For  the  Commission 


lOMMISSION 
SAN  fRANCISCO 


Hyde  Street 

Ie3l9 

iFtanclsco.  CA94I02 

)  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  April  21,  1986, reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


nne  Feinslcin 
YOR 

(c  N  IsadCS 
tCIOR 

MMISSIONtRS 
lucline  NemerovskI 
ildeni 

letl  LaRocca 
{•  Presklenl 

'  ion  Alley 

olliy  Duncan 

flnson 

iAm  P^ietson 
'  M  Rocliigiiei 
I  clyiic  C  Swig 
I  TalUfetro 
Blltl  Vetlensky.  |r 

pFFICIO  MtMBtRS 
B  .IdenIs  of  the 

EAds  Museum. 
<ry  Commission. 
Ening  Commission, 
•ealion  And  Paik 
limisslon 


PROJECT  SUBMISSION: 

Juri  Commons 

PHASE   III 

AGENDA  ITEM:    H 

PRESENTED  BY: 

Shannon  Maloney, 

DPW  Engineering 

PROJECT  DECRIPTION: 

Rehabilitate  existing  park;  add  new  lighting,  plantings  and 
relocation  of  existing  bench  and  modify  automatic  systems. 


Committee  Recommendation:   APPROVAL 


Subject  to: 


For  the  Committee: 


The  Arts  commission,  at  its  meeting  of 
Resolution  No.:  CC55-86- 


, Chairperson 

5  May  1986 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission: 


Director  of  Cultural  Affairs 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  21  April  '86  , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION: 


Palou  Phelps 


PHASE   III 


AGENDA  ITEM: 


12      PRESENTED  BY:  Shannon  Maloney,  DPW 


DIanne  Felnstein 
MAYOR 

Claire  N  Isaacs 
DIRtCTOR 

COMMISSIONERS 
Jacqueline  NemerovskI 
President 

Robert  LaRocca 
Vice  President 

Vernon  Alley 
Timothy  Duncan 
Hanson 
i'illiam  Paterson 
Peter  Rodriguez 
Roselyne  C.  Swig     - 
Ray  Taliaferro 
Dmitri  Vedensky,  |r. 

EX  OFFICIO  MEMBERS 
Presidents  of  the 
Fine  Arts  Museum. 
Library  Commission. 
Planning  Commission. 
Recreation  and  Park 
Commission 


PROJECT  DECRIPTION; 


Regrading  and  new  wall  addition  and  some  steps, 


Committee  Recommendation:   Approved 


Subject  to: 


^W 


For  the  Committer 
The  Arts  commiss; 
Resolution  No. : 


eC\Jm{n  ^b^Un^^     »  ,Chairpei 
ion,  at  its  meeting  of 5  May  1 


rson 
986 


CC55-86- 


z^TL 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission: 


Direg^gj^-C^^^ 


CITY    AMD    CUUNTY    OF    SAN    FIU\NCiSCO 


ARTS    COMMISSION 


■>        CIVIC      D    E   S    I   G    II      COMMITTEE 
ACTiOH    RECOMMEtiUATiON    FOWl 


^yyu..,L.ujhd 


The  Civic  Design  Conunihtee  of  tlie  San  Francisco  Arts  Commission,  at  its  meeting  o 

5  May  1986 i    reviewed  tlie  following  project  and  recommends  action  to  the 

Commission  as  indicated,  subject  to  such  conditions  as  may  be  noted. 


PROJECT  SUBMISSION; 
AGENDA  ITEM: 


PROJECT  DESCRIPTION; 


Southeast  Commnni  ty  Fan•^^•^y  nTP^nh^use^"^^^ 
PRESENTED  BY:    James  ChenR,  Project  Manager 
S.F.  Clean  Water  Program 


T,  II.  Ill 


Sign  for  Greenhouse  at  the  Southeast  Community  Facility 


UUUUMErMTS  DtPT. 

AUG  8     1988 

SAN    FRANCISCO 

PUHDC     l.iROAPV 


COMMITTEE  RECOMMENDATION 

FOR  THE  COMMITTEE. 

THE  ARTS  COMMISSION,  AT  ITS  MEETING  Oif 

APPROVED  THE  PROJECT  SUBMISSION  AS  INDICATED  HEREIN. 

FOR  THE  COt^MISSION:  C    ^ ^ /^j;^^2_^S^:::^>Li:^^ 


RESOLUTION  NO.  CD55-86-I.56 


, DIRECTOR 


(415)  558-3463 
» 


45  HYDE  STREET  '-    ROOM  319 


SAN  FRANCISCO,  CA  941U2 


45  Hyde  Street 
Suite  3(9 

Svi  FmikIsco,  CA  94102 
415  558  3463 


^   CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Conunission,  at  its 
meeting  of  .19  MAY  1986    , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION;  S.F.  Airport  Hilton  Hotel  Signage 


PIlASEl.II.T^Il 


AGENDA  ITEM: 


PRESENTED  BY:  Richard  Groves,  General  Manager 


|ll.\niir  felnsleln 
MAYOR 

Cl.ilie  N  Isii.ics 
UlRtCIOR 

COMMISSIONERS 
|iictnipline  NernetovskI 
Piesiclent 

Robert  I  .iRocca 
Vice  President 

Vernon  Alley 
TIniolliy  Ouncan 
'o  Hflnson 
■|lii<ni  ralerson 
eler  Rodrigirez 
Roselyne  C  Swig 
Riiy  Tfllicifetro 
Dmitri  Vedensky,  |r. 

tXOrriCIOMfMBLRS 
Presidents  of  llie 
fine  Alts  Museum. 
LIbrflry  Commission, 
PUnnina;  Commission. 
RecreAlion  and  Pfltk 
Commission 


Robert  McWhirter,  Federal  Sign  Corp" 


PROJECT  DECRIFTION; 


Replacing  four  (4)  signs  identifying  Hilton  Hotel  at  the  Airport. 

1)  Large  horizontal  Hilton  sign,  with  clock  with 
interior  illumination  on  existing  pylon.   Sign  is 
red,  white  and  with  tan  surface;  5'  letters  and 
2'  numbers  (time  and  temperature); 

2)  Gate  signage,  same  color  and  illumination 

3)  Parking/Registration  sign  at  entrance;  bronze  letters 
on  oyster-white  surface  backlit; 

4)  Wall  sign'  of  same  material  and  color. 


DOCUMENTS  DEPT. 

AUG  3     1383 

SAN    FRANCISCO 


Committee   Recommendation:     APPROVED 


Subject    to;    SEE   ATTACl  K'3 


tee  ;  '  P[AuTrl      \jbd/t^^M<-j,s:ha± 


For    tlie   Commit! 

The  Arts  commission,  at  its  meeting  of 

Resolution  No.;  CC62-86-168 


'^- 


.rperson 


2  JUNE  1986 


approved  the  project  rnibniis-  i 


as  indicated  herein.  ,''-t-^^  ^^t^J^*  /"'y^ 

For  the  Commission; 


Director  of  Cultural  Affairs 


Art  Commission 

Agenda  Item  3  -  Civic  Design  Committee  Recommendation 

Approval  subject  to  new  design  for  the  pylon  sign,  by  the  Civic 
Design  Committee,  which  will  work  with  the  sign  company  to  provide 
a  satisfactory  result.   Letters  on  walls  shall  be  separately  mounted. 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORl^l 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  itr 
meeting  of  19  MAY  1986   , reviewed  the  following  project  and  recommend.^ 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


San  Francisco  General  Hospital 
PROJECT  SUBMISSION:  Air-Conditioning  and  Transformer 


PHASE 


AGENDA  ITEM: 


PRESENTED  BY; 


D.  Eggen/O'Brien,  Kreitzberg  &  A«S( 


Ditinne  Feinstein 
MAYOR 

Cl.iiie  N  Is.iiics 
DIRtCTOR 

COMMISSIONERS 
lacqueliiie  Nemerovski 
President 

Robert  LaRocca 
Vice  President 

Vernon  Alley 
Timothy  Dnncan 

nson 

n  Palerson 
Peter  Rodrij^uez 
Roselyne  C.  Swig 
Ray  Taliaferro 
Dmitri  Vedensky.  |r. 

EX  OFFICIO  MEMBERS 
Presidents  of  the 
Fine  Arts  Museum. 
Library  Commission. 
Planning  Commission. 
Recreation  and  Park 
Commission 


PROJECT  DECRIPTION: 


Installation/Placement  of  mechanical  equipment  into  courtyard 
of  old  hospital  area  on  northside  of  new  building  #100. 
Equipment  to  be  placed  behind  six-foot  brick  wall»  bdc^l^  tv 

IM^Q-li  0^\<Xiv\o  3$  closely  3C  poislble> 


Committee  Recommendation:  APPROVED 


ttee:Mil/0(r7  W.'dl^A^  ((/^, 
ion,  at  its  meeting  (xLy^ 


Subject  to:  Phase  I] ,  III 


For  the  Commi 
The  Arts  commiss 
Resolution  No.:  CC62-86-167 


,  Chairperson 
2  JUNE  1986 


approved  the  project  submisrioti 


as  indicated  herein. 
For  the  Commission: 


Director  of  Cultural  Affairs 


u^r^y 


45  Hyde  Street 
Suite  319 

Sfln  rrandsco.  CA  94102 
4r5  558  3463 


CIVIC   DESIGN 


COMMITTEE 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  19  MAY  1986    , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


San  Francisco  General  Hospital 
PROJECT  SUBMISSION:  Air-Conditioning  and  Transformer 


PHASE 


AGENDA  ITEM; 


PRESENTED  BY:  ^-    Eggen/O' Brien,  Kreitzberg  6,  Asso, 


t>i.viiir  felnslclti 
MAYOR 

Cl.iiie  N  Is.A.ics 
DIRtCTOR 

COMMISSIONtRS 
|cic<|ueliiic  Neinerovski 
President 

Rol>eit  L.iRocca 
Vice  Ptesldeot 

Vernon  Alley 
TIniolliy  Dorican 
|o  Hflnson 
Wiiliiini  Palerson 
Peter  Rodriguez 
Roselyne  C  Swig 
R.iy  T.iliflfeiro 
Dmitri  Vedensky.  )r. 

LXOrriCIOMFMBtRS 
Presidents  of  the 
Fine  Alls  Miiseuin. 
Libr.iry  Commission, 
Panning  Commission. 
Recre.ilion  and  Park 
Commission 


PROJECT  DECRIPTION: 


Installation/Placement  of  mechanical  equipment  into  courtyard 
of  old  hospital  area  on  northside  of  new  building  //lOO. 
Equipment  to  be  placed  behind  six-foot  brick  wall^  b'^c;t/  iv 


1^ 


Committee    Recommendation:     APPROVED 


For 


Subject    to:    Pbfisr     11  ,    J  !  i 


the   Committee;  yjWOVr?      \lhMh/^'J^Q/\    ,Cliairperson 


The   Arts   commission,    at    its   meeting   o 
Resolution  No. :     CC62-86-167 


2  JUNE  1986 


approved  the  projeci  su'i'n 


as  indicated  herein. 
For  the  Commission: 


Director  of  Cultural  Affairs 


45  Hyde  Street 
Suite  319 

Sam  Friinclsco.  CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  19  MAY  1986    , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION; 


Performing  Arts  Garage  Paint  Colors  PILASE  I>  I '^  >  HI 


AGENDA  ITEM: 


PRESENTED  BY:  Kevin  M.  Hagerty,  Anst.  Directoi 


Di.inne  felnslein 
MAYOR 

Cl.iiie  N  Is.i.ics 
DIRtCIOR 

COMMISSIONERS 
l.icqiieline  Nemerovskt 
Ptesklenl 

Robeit  I  .iRocca 
Vice  I'tesident 

Veinon  Alley 
TImolliy  Duncan 
'">  Hanson 

li.im  Paletson 
..'ler  Rodiiguei 
Roselyne  C  Swig 
Ray  Taliaferro 
Dmitri  Vcclensky.  |r. 

LX  OrriCIOMFMBLRS 
Picsidents  of  the 
Fine  Arts  Museum. 
Library  Commission. 
Planning  Commission, 
Recreation  and  Park 
Commission 


S.F.  Parking  Authority 


PROJECT  DECRIPTION; 


Selection  of  color  for  stucco  exterior  on  newly-built 
commercial  structures  on  south  side  of  Performing  Arts 
Garage.   Warm  grey  tones  darker  than  building. 


Committee  Recommendation:  APPROVED 


Subject  to: 


'"TJ*^^ 


For  the  Committee  :  Ixfvic^  \l I:^Z^/:MMjA        ,  Chairperson 
The  Arts  commission,  at  its  meeting  of     2  JUNE  1986 


Resolution  No. :   CC62-86-169 


approved    tlie    project    submissim' 


as  indicated  herein, 
For  the  Commission: 


Director  of  Cultural  Affairs 


45  Mytlp  Siteef 
Suite  319 

Sm  rt.inclsco.  CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION    RECUMI-IENDATION    FOIU-l 

TliG  Civic  Design  Coiiuuittee  of  tlie  San  Francisco  ARts  Conunission,  a  j  t  r j 
meeting  of  i9  jMAY  1986  ,  reviewed  the  following  project  and  recoiin  leii^'s 
action  to  the  Couiiiiission  as  indicated;  subject  to  such  conditions  ;'s  w!^ 
be  noted. 


PROJECT  SUBMISSION:    Performing  Arts  Garage  Paint  Colors  PHASE  I,  li,  ' i 


AGENDA  ITEM:    A 


PRESENTED  BY:  Kevin  M.  Hagerty,  Asst.  Dire'-tor 


tli.im\r  teltistcli) 
MAYOK 

f  l.ilir  t-J   l^.i.ics 
DIRtCIOR 

COMMISSIONF.RS 
|.iC(|iirlli)e  Nerneiovski 
t'lcsldrtit 

Rohpil  l.iRncc.l 
Vice  Pieiitlenl 

Vrmoti  /\llry 
Ilinolliy  DiMicon 
|r>  H,in<;oii 
WilH.Tm  I'cilersoii 
t'eirt  Rnr(rlo;iiP7 
Rr>!;clvne  C  Swig 
R.iy  T.ilinlerto 
Dmilil  Vcdeiisky.  |r 

LX  Officio  MFMBLRS 
rrr^ldrnt!;  of  the 
line  Alls  Mii"ieiim. 
llhr.iiy  Coimnission. 
l"!.!!!!!!!!!?,  C(>riiiiil<;>ilon. 
Rer rp,Mloi>  .iful  Piirk 
Comirils5lon 


S.F.  Parking  Authority 


PROJECT  DECRiPTlON; 


Selection  of  color  for  stucco  exterior  on  newly-built 
commercial  structures  on  south  side  of  Performing  Arts 
Garage.   Warm  grey  tones  darker  than  building. 


iffi) 


Committee    Recommendation:      APPROVED 


Subject  to: 


For  the  Commit  tee  :  jz/'VlcAV-t  \  lyC^''^'^^''\        ,  Chairperson 


The  Arts  commission,  at  its  meeting  of 2  JUNE  1986 

Resolution  No.  :   CC62-86-169 approved  the  project  submJ 

as  indicated  herein. 

For    tlie    Coimuission: 


Director  of  Cultural  Affairs 


(IB  I  lydc  Street 
Suite  319 

Sail  rt<ind5C0.CA  94102 
415  558  3463 


CIVIC   DESIGN    C  U  M  M  I  T  T  E  E 
ACTIUN  RECUMMENDATION  FOim 

The  Civic  Design  Coiiuuittee  of  the  San  Francisco  ARts  Coitunisslon,  at  its 
meeting  of  19  MAY  1986    , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  sucli  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION; 


Encroachment  Permit  1502  Shotwell  St. PHASE  I,II,T1] 


AGENDA  ITEM: 


PRESENTED  BY:^^^  Ovadia/DPW  Streets  &  Highwnys 


tii.iniir  (cinsiclii 
MAVOR 

Cl.iltr  N  Iso.ics 
OIRtCIOR 

COMMISSIONf.RS 
|.ic(|iipllne  NeiiietovskI 
('resident 

Robert  l.iRorcfl 
Vice  rreildent 

VciKon  Allf  V 
llniolliy  Duncan 
|o  I  l.inson 
Willi.im  l',ilri"ioii 
Orer  Ro<lrio,uP7 
Roiclyiic  C  Swig 
Roy  T.ili.ilrrro 
Dnillfl  Vcdensky,  |r 

LX  OniCIOMfMDLRS 
rresiclrril?  ol  Itic 
fine  Arts  Muieurn. 
lllvoiy  Coimiilsslon. 
I'UniiliiQi  Comttilsslon, 
Rerre.itioii  .^rttl  Pork 
Cornrrilsslon 


Lew  Butler,  818  Brannan  Street 


PROJECT  DECRIPTION; 


Change  of  grade  to  terraces  which  will  allow  for  parking 
garage  entrance  at  easement. 


Committee  Recommendation:  APPROVED 


Subject  to: 


I 


''h^» 


For    the    Coimiiittee:  J^nVtrh     Mb^X&JV<>  klA    .Chairperson 
The   Arts    commission,    at    its   meeting   of—        2   JUNE    1986 


Resolution   No. 


CC62-86-170 


approved  the  project  su'^mj 


as  indicated  herein, 
For  the  Coimnission: 


Director  of  Cultural  Affairs 


/15  llyrleSlteet 
Sulle  310 

Sim  rr.iticl5CO.  CA  9*1102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION    RECUMIENDATIUN    FORM 

Tlie  Civic  Design  Coiiuiiittee  of  the  San  Francisco  ARts  Conunission,  at  its 
meeting  of  19  .MAY  1986    , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:  STERN  GROVE  TROCADERO  RENOVATIONS 


riL/\SE 


II 


AGENDA  ITEM: 


PRESENTED  BY:   Berry  von  Hungen  Groth/Burf^au  of  A:  < 


IH.mur  lpiM5tplil 
MAYOR 

CI. ill c  N  K.i.tcs 
DIRtCIOR 

COMMIS5IONF.RS 
|iic(|iirline  Neinetovskl 
Pipilclcnl 

Rnl>rit  l.iRnrra 
Vice  Ptesldent 

Veinnn  Alley 
llmolliy  Duncon 

|n  I  I.TMSO" 

Willi.im  I'.ilnsoit 
fVlrf  Roc1iic>,urr 
Ro^rlyne  C  Swig 
R,iy  r.iiliilptio 
Dmitri  Veclensky.  |r 

LxorriciOMfMOtRS 

I'ir";iclciil5  ol  Itip 
finr  Alls  Mii^riPin. 
LIbr.iiy  Coiiiinlssloii. 
I'l.imilnoi  Coimnls'ilon. 
Rprip.illoti  ,inct  I'^fk 
Commission 


PROJECT  DECRIFTION: 

Renovations  to  Trocadero  Clubhouse  (1892)  including  replacement  of 
wood  and  construction  of  handicapped  ramp,  with  rail  at  32"  if  possible 
and  new  deck  at  same  level  as  building. 


ill 


Committee    Recoimuendation:     APPROVED 


Subject    to: 


For  the  Committee:  l^Hifp  HlfM^^I'^l  .Chairperson 
The  Arts  coimiiission,  at  its  meeting  ot  -  2  JUNE  1986 
Resolution   No. :         CC62-86-171 


approved    the    project    subinlpi 


as    indicated    herein. 
For    the    Conmiission: 


Director   of   Cultural  Affairs 


45  llyflf?  Siteef 
Suite  319 

Sin  rr.incl?co.CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION    RECOMl'lEMDATlON    FOllM 

The  Civic  Design  Coiiunittee  of  the  San  Francisco  ARts  Conunission,  ai  J' 
meeting  of  .19  .MAY  1986    ,  reviewed  the  following  project  and  rcconi'iier' 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  ).'5  i  i;i 
be  noted. 


PROJECT  SUBMISSION: 


Colt  Tower  Restoration 


niAs^c 


:i  If 


(ti.iniir  fclnslclii 
MAYOR 

Cl.\lir'  1^   Is.l.lCS 

umtcum 

COMMISSKINfRS 
|(ic<|iif  I'ne  NemeiovskI 
t'tesldcnt 

Rnbeit  I  .tRocci 
Vice  I'leiltlent 

Vernon  /\llry 
llniolhy  Diincon 
|r)  H.inson 
Williiini  l',ilpi5on 
I'ptet  Rnclii|t>iir7 
Rosclynp  C  Swig 
Riiy  T,ill,ileito 
Dmitri  Vetlerisky.  |r 

Lxoriir.ioMrMBtRS 

Prrilctcrit!;  of  the 
fine  Alls  Mll^eurn. 
llbr.iry  Comrnlsslorv 
I'Iflnnlim  Coinnils'ilon. 
Ref  rp.illoii  ,inct  PArk 
Con)rnissloii 


AGENDA  ITEM: 


PRESENTED  BY:   Rerry  von  Hungen  Groth, 


Bureau  of  Architecture/DPW 


PROJECT  DECRiPTlON: 


Color  of  stucco  to  warmer  grey  to  tan  color, 


I 


Committee    Recommendation:     APPROVED 


Subject    to:     Indus  ioi 


"San  Francisco  Apt^  Commission"  on  commemorative  plaque 


^pt^  Commission   on  commemorative  pla 
:  WvVtIn  vbM^"^^         ,Chairperso7 


For  tlie  Committee: 

The  Arts  commission,  at  its  meeting  of 

Resolution  No. :     CC62-86-172 


2  JUNE  1986 


approved  the  project  sul 


as  indicated  herein. 
For  the  Commission: 


Director  of  Cultural  Affairs 


45  Hyde  Street 
Suite  319 

Sin  Frnnclsco.CA 94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORl^I 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  19  MAY  1986    , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:   Legion  of  Honor  Roof  &  Dome  color     PILASE   I,  II,  II 


Di.intie  Felnstein 
MAYOR 

Cl.iirc  N   Is.iflCS 
DIRtCIOR 

COMMISSIONERS 
|cicqi<flliie  Nemerovski 
Prcsltlcnl 

Robcit  IviRoccfl 
Vice  President 

Vernon  Alley 
Timothy  Duncan 
'->  Hanson 

illlam  P.iletson 
I'plet  Rodrigirez 
Rosclyne  C  Swig 
Ray  Taliaferro 
Dmilrl  Vedensky.  |r. 

tXOFriCIOMEMBtRS 
Presidents  o(  the 
fine  Arts  Museum. 
Library  Commission, 
Planning  Commission. 
Recrealion  and  Park 
Commission 


AGENDA  ITEM:   8 


Selection 

PRESENTED  BY:  Berry  von  Hungen  Groth,  Bureau  of  Arch 


PROJECT  DECRIPTION; 


Use  of  "faux"  copper  color  on  roof  and  dome  to  approach  color 
of  Paris  building  of  which  this  one  is  a  replica.  ^.l'^dX   ^  0\r 

of  Thi  True    Ar-K  Mu<;€jum<;. 


,r 


Committee   Recommendation:     APPROVED 


the    Committee:   l-fyHliTl'    Vedc^'t<?t<^ 


Subject  to: 


e:  J^THtll^  ^fy^entOy^ic^i  ,  Chairperson 

ion,  at  its  meeting  of     2  JUNE  1986 


For 

The  Arts  commission,  at  its  meeting 

Resolution  No. :     CC62-86-173 


as  indicated  herein, 


approved  the  project  submissJop 


For  the  Commission; 


Director  of  Cultural  Affairs 


AS  Hyde  Street 

Suite  319 

S-iri  fr.inclsco.  CA  94 102 

415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The    Civic   Design   Coiiuuittee    of    the    San   Francisco   ARts    Coiiunission,    aL    its 
meeting    oC    19  MAY    1986         ,  reviewed    tlie    foiiowing    project    and    recoiniiiends 
action    to    the    Coiiiiiiission   as    indicated;    subject    to    such   conditions   as   may 
be    noted. 


Iii.iiini'  fclnslcln 
MA10R 

Cl.iirr  N   K.i,\cs 
tJIRlCIOR 

COMMISSIONfRS 
|.ic(|iip|liie  NemefovskI 
I'lcsklriil 
Rr)l)crt  l.iRncc.i 
Vice  I'lesldciil 

Vrmon  Alley 
llniolliy  OuiiCtin 
|o  M.in5on 

'1,1111  Cilpison 
t  Rotliigup? 
.^■iclyiic  C  Swig 
R.iy  Tnli.ifeiro 
Dniiltl  Vctlensky.  |r. 

LxorririoMfMDiRS 

^l^^i^lf■Ills  o(  llie 
line  Alls  Museum. 
Libi.iiy  Commission. 
Pl.iiininc;  Comtnlsslon, 
Rerrc.Tlinn  ,vkI  Pflik 
Commission 


PROJECT  SUBMISSION:   Legion  of  Honor  Roof  &  Dome  color     PILOSE   I,  II,  II J 

Selection 

PRESENTED  BY:  Berry  von  Hungen  Groth,  Bureau  of  Arcli 


AGENDA  ITEM:   8 


PROJECT  DECRIPTION: 


Use  of  "faux"  copper  color  on  roof  and  dome  to  approach  color 
of  Paris  building  of  which  this  one  is  a  replica,  ili'^dl    U!  0\r 


^r 


WW 
JKv 


Committee    Recommendation:     APPROVED 


For 


the    Coimnittee:   HHtfC^'    SO^&^'t'jlt 


Subject  to: 


The  Arts  commission,  at  its  meeting  o 
Resolution  No. :     CC62-86-173 


, Chairperson 
2  JUNE  1986 


approved  the  project  submlssiti' 


as  indicated  lierein. 
For  tlie  Commission: 


Director  of  Cultural  Affairs 


45  Hyde  Street 
Suite  319 

S-in  Fr.mdsco.  CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMI^IENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Conunission,  at  d ts 
meeting  of  19  MAY  1986    , reviewed  the  following  project  and  recommends 
action  to  tlie  Commission  as  indicated;  subject  to  such  conditions  as  m-ny 
be  noted. 


PROJECT  SUBMISSION:   Richmond/SUnset  Treatment  Plant 


PHASE  I 


AGENDA  ITEM: 


PRESENTED  BY:    DPW/Bureau  of  Architecture 


|)I,M111<'  Icliislclii 
MA>OU 

Cl.iirc  N   K.1.1CS 
DIRtCIOR 

COMMISSIONERS 
I.Tcqiieline  Nemerovskl 
Pteskleni 

Robeit  l.iRocca 
Vice  Piesldenl 

Vetnon  Alley 
llmolhy  Duncan 
'-)  Hflnson 

illUm  P.iletson 
I'eter  Rodiiguez 
Rosclyne  C  Swig 
Ray  Taliaferro 
Dmilrl  Vedensky.  |r, 

LXOrriCIOMfMBtRS 
Ptesldcnls  of  the 
Flue  Arls  Museum. 
Ubrary  Coniniission. 
Plannin<5  Commission. 
Rerreation  and  Park 
Commission 


PROJECT  DECRIPTION: 

Upgrade  of  1939  plant  to  primary  treatment  facility 
construction  of  dewatering  facility  behind  existing  digesters. 
New  structure  to  be  concrete  with  skylight;  entrances,  louvres 
rusticating  bands  2feet  apart  on  facade  and  garage  entrances. 


APPROVAL  SUBJECT  TO:   i^Hitinn.-!^f  ^k,Mlicht  ciao-e-¥--ttainbfe£:=aft4~ 
deletion  of  two  triangular  points  on  facade  above  roof  line, 

inaddition  to  art  enrichment. 


^°-'^iN, 


Committee   Recommendation:     APPROVED 


Subject    to;      SEE   ABOVE 


Fo 


r    the    Committee:  j/y^\J 


A 


, Chairperson 


The  Arts  commission,  at  its  meeting  of 2  JUNE  1986 

Resolution  No. : 


CC62-86-174 


approved  the  project  submissioi' 


as  indicated  herein. 
For  the  Commission: 


Director  of  Cultural  Affairs 


r 


/IS  Myfle  Street 
Siille  3  If 

Svi  rr,vicl?co.CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECUMMENDATIUN   FOllM 

The    Civic    Design   Coiiuiiittee   of    the    San    Francisco   ARts   Coiiiiiiissioii ,    at    itr; 
meeting   of    19  MAY   1986        ,  reviewed    tlie    following   project   and    reconiiiieiidr- 
action    to    tlie    Commission   as    Indicated;    subject    to   such  conditions   as    m.iy 
be    noted. 


FROJECT   SUBMISSION;        Richmond/SUnset   Treatment   Plant 


rilASE  1 


AGENDA   ITEM: 


PRESENTED   13Y:        DPW/Bureau   of   Architecture 


lll.niiic  fclnslclit 
MAYOR 

Ci.ilic  N  K.1.1CS 
DIRLCIOR 

COMMISSIONERS 
j       |iic()iirlltie  Neinetovskl 
»       i'lesklpul 
'       Robert  I  .iRorcii 

Vice  I'leslclent 

Vernon  Allry 
llniolliy  Duiicon 
l.inson 

,1,1m  Cilersoii 
Vr{ri  Rodilo.iir/ 
Ro^clv'ic  C  Swig 
R.iy  T.ill.ileiro 
Oniilil  Vetleiisky.  |r. 

IXOrriCKJMfMDtRS 
Pirsl(lrnl5  o(  the 
(tiic  Alls  Miiieiiin, 
LII'Miy  Commksloii. 
ri.innino;  Coinmls^loii. 
Rerip.illon  ,iikI  Piiik 
Commission 


PROJECT  DECRIPTION; 

Upgrade  of  1939  plant  to  primary  treatment  facility 
construction  of  dewatering  facility  behind  existing  digesters. 
New  structure  to  be  concrete  with  skylight;  entrances,  louvres 
rusticating  bands  2feet  apart  on  facade  and  garage  entrances. 


APPROVAL  SUBJECT  TO:   M3ii-t^cm-o^=rak^4igJllt_gXs^;::Hg^^ 
deletion  of  two  triangular  points  on  facade  above  roof  line, 

inaddition  to  art  enrichment. 


/c/i*^.^ 


Committee    Recommendation:      APPROVED 


Subject    to;      SEE  ABOVE 


For    the    Committee:  i-nWlv^    \l;^&nO^'\     .  Cliairperson 

The   Arts    commission,    at    its   meeting   of 2   JUNE   1986 

Resolution  No. ; 


CC62-86-174 


approved  the  project  submission 


as  indicated  herein. 
For  tlie  Commission; 


Director  of  Cultural  Affairs 


/1 5  (lydeSlteeJ 
Suite  310 

Svi  rr,iMcl5CO.CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMI-IENDATION   FOim 

The  Civic  Design  Conuiiittee  of  the  San  Francisco  ARts  Conunission,  at  its 
meeting  of  i9  lMAY  1986    .reviewed  the  following  project  and  reconunends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:    STRYBING  ARBORETUM 


PILASE 


I,  II,  III 


l)|.iniir  felnstcln 
MAYOR 

Cl.ilir  N.  Is.ncs 
DIRtCIOR 

COMMISSIONERS 
|ncc|iirliiie  NerneiovsM 
t'tesklpiil 
RobPit  I  .iRorcfl 
Vice  I'lesldenl 

VetMon  Alley 
llmolliy  Ounci^n 
|o  H.inson 
•VilllAtn  f',ilei50ii 
(Xri  RodiiRiirr 
Rosclytic  C  Swig 
Riiy  Wi.ilpfto 
Dnillil  Vcdensky.  |r 

IXOrnCIOMfMBtRS 
Piesldctil5  o(  the 
fliic  Atls  Museum, 
llbf.ity  Coiiimlisloiv 
fUiimliis;  Coninils<;lon. 
Rerip.Atlnn  ,ind  Paik 
Commission 


AGENDA  ITEM: 


10 


PRESENTED  BY: 


Walden  Valen  R.  Valen .Director 


PROJECT  DECRiPTlON; 


Ornamental  entrance  at  south  Drive  entrance  replacing 

cyclone  fence;  made  of  galvanized  steel  with  concrete  dividing 

pillars. 


Committee   Recommendation:     APPROVED 


Subject  to: 


For  the  Committee:  yv)li/(w  \j(0X^^'^^^i     .Chairperson 
The  Arts  commission,  at  its  meeting  o£^ 


2   JUNE   1986 


Resolution   No.:     CC62-86-176 


approved   tlie   project   subminrT 


as    indicated   herein. 
For    the   Coiimiission: 


Director  of  Cultural  Affairs 


COMMISSION 
I    SAN  FKANLISCO 


DOCUMENTS 'DEPT. 

AUG  3     1988 


'    45  Hyde  Street 
1    Suite  319 

San  Francisco,  CA  94102 
I     415    558   3463 


CIVIC  DESIGN  COMMITTEE 
MONDAY  JUNE  23,  1986 
1:30  p.m.   MAIN  LIBRARY 
3rd  FLOOR  COMMISSIONERS  ROOM 


•    MAYOR 

Dianne  Feinstein 


COMMISSIONERS 

Jacqueline  Nemerovski 
President 

Robert  LaRocca 
Vice  President 

Vernon  Alley 
Timothy  Duncan 
Stanley  Eichelbaum 
Jo  Hanson 
William  Paterson 
Anna-Marie  B.  Metwally 
Peter  Rodriguez 
^      'lyne  C.  Swig 
i  Vedensky,  Jr. 

EX  OFFICIO  MEMBERS 

Presidents  of  the 
Fine  Arts  Museum, 
Library  Commission, 
Planning  Commission, 
Recreation  and  Park 
Commission 


DIRECTOR 
Claire  N.  Isaacs 


AGENDA 

PRIVATE  SUBMISSIONS  PHASE (S) 

I.   E-  Clampus  Vitus/Memorial  Plaque  at  870  Bush  St./  I,  II,  II [ 
Bruce  Shelton 

II.  Embarcadero  Center  Ltd. /Battery /Commercial  Streets  II 
Improvements /Mark  Solit 

SUBMISSIONS  BY  DEPT.  OF  REAL  ESTATE 

III.  S.F.  Parking  Authority/Polk  &  McAllister  Streets  I,  II,  III 
Parking  Lot  (Assessor's  Block  766,  Lot  2) 

SUBMISSIONS  BY  DPW/BUREAU  OF  ARCHITECTURE 

IV.   Richmond/Sunset  Treatment  Plant  Improvements  II 

V.   Griffith  P\jmp  Station  III 

VI.   Renovations  to  Candlestick  Park,  Photo  Platform  I,  II,  III 

VII.   Miraloma  Clubhouse  Renovations  I,  II 

VIII.   Louis  Sutter  Field  House  Renovation  I,  II 

SUBMISSIONS  BY  DPW/BUREAU  OF  ENGINEERING 

IX.   1000  Lombard/Railing  File  #34  I,  II,  III 

XI.   Coleridge  Street  Park  I 

XII.   24th  Street  Mini-Park  Rehabilitation  III 

XIII.   Little  Hollywood  Playground  Rehabilitation  III 

XIV.   Saturn  Street  Steps  Rehabilitation  III 

XV.   Midtown  Terrace  Rehabilitation  I 


V. 


COMMISSION 


5P 

A70, 2)0 


?  f   K-.C>L-cxJrCJ 


45  Hyde  Street 
Suite  319 

San  Friinclsco.CA  94102 
415  558  3463 


^    CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORl^l 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  23  June  1986   , reviewed  the  following  project  and  recommends 
action  to  the  Conmiission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:  Embarcadero  Center  Ltd. /Commercial 


PILASE  II 


AGENDA  ITEM: 


PRESENTED  BY:  Mark  R.  Solit,  Project  Director 


lii.uiiir  felnstcin 
MA'lOK 

Cl.iitc  N  Is.iocs 
DIRtCIOR 

COMMISSIONERS 
jcicqupline  Nemerovski 
President 

Robetl  L.iRocca 
Vice  President 

Vernon  /\lley 
■"motliy  Duncan 

iii\m  Pfllerson 
Peter  Rodriguez 
Rosclyrie  C  Swig 
Rfly  Tallnferro 
Dmitri  Vedensky.  |r 

IXOrnCIOMtMBtRS 
Presidents  o(  ttie 
fine  Arts  Museum, 
library  Commission. 
PMrinin,(5  Commission. 
RecreAlion  and  Park 
Commission 


PROJECT  DECRIPTION; 


Embarcadero  Center,  Ltd. 

4  Embarcadero  Ctr.,  Suite  2600  (94111) 


Construction  of  pedestrian  bridge,  waterfall  and  stairs,  seating, 
ramps  and  walkways  on  Commercial  Street  between  Battery  and  Sansome 
Streets,  in  the  style  and  materials  of  the  other,  similar  structures 
of  Embarcadero  Center. 

DOCUMEMTS  DEPT. 

■::.•  AUG?)  1S88 

SAiSI    tKHNCii^O 


'pir^Y\ 


Committee  Recommendation:   APPROVED 


step  ramp  relationship 
of  tele  pattern  in 
For  the  Committee: 


The  Arts  commissiorf,  ^t  its  mee 
Resolution  No.:  CC77-86-200 


as  indicated  herein. 
For  the  Commission 


r^^;^  .-^ 


Subject  to: 


of  water  feature,  and  distribution 
approval. 


1  , Chairperson 

7  July  1986 


approved  the  project  submits  i '.  n 


D 1  r  e^^^^ii'ip^:^^  Affair 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION  RECOMMENDATION   FORM 

The  Civic  Design  Conunlttee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  23  June  1986   , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:  Airport  Hilton  Hotel  Signage 


PHASE  ^^^ 


AGENDA  ITEM: 


PRESENTED  BY:  Robt.  McWhirter,  Federal  Sign  C<', 


Di.inne  feinslein 
MAYOR 

Cl.iite  N  Isaacs 
DIRECTOR 

COMMISSIONERS 
Jacqueline  Nemerovski 
President 

Robert  LaRocca 
Vice  President 

Vernon  Alley 

•liy  Duncan 
ison 
V...  ,rtm  Patetson 
Peter  Rodriguez 
Roselyne  C  Swig 
Ray  Taliaferro 
Dmitri  Vedensky.  |r 

LX  orriCIO  MEMBERS 
Presidents  of  itie 
Fine  Arts  Museum, 
Library  Commission. 
Planning  Commission, 
Recreation  and  Park 
Commission 


PROJECT  DECRIPTION; 


Construction  of  several  redesigned  signs  at  Airport  Hilton,  specifically 
the  main  sign  at  roadside  using  "^rTTfiiV  nc"  letters  and  a  clock. 


^^f^^ 


"^ 


Committee  Recommendation 
color  studies  and 
For  the  Committee: 
The  Arts  commissio 
Resolution  No.:  CC77-86-  198 


APPROVED 


Subject  to: 


along  with  reduction  of  size  u f 
^  , Chairperson 
July  1986 


approved  the  project  submissio! 


as  indicated  herein. 
For  the  Commission: 


€it\^  .^(^ 


Dlre|5fe«.^^>o^:;^l:t^|p 


t^t^e 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION  RECOMMENDATION   FORJ^l 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  23  June  1986   , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION;   Bronze  Historical  Marker  g  Sullivan   PHASE   I,  11,111 


filiiniir  rdnstcln 
MA10H 

Cl.iitc  N.  Isaacs 
DIRtCTOR 

COMMISSIONtRS 
Irtcqiieline  Nemerovskl 
Tresident 

Robeil  LaRocca 
Vice  President 

Vernon  Alley 
Timothy  Duncan 

Hanson 

.liam  Paterson 
Peter  Rodriguez 
Rosclyne  C  Swig 
Ray  Taliaferro 
Dnilltl  Vedensky.  |r. 

LX  OrriCIO  MEMBERS 
Presidents  o(  itie 
Fine  Arts  Museum. 
Library  Comriiisslon. 
Planning  Commission. 
Recreation  and  Park 
Commission 


AGENDA  ITEM:    2 


Memorial  Fire  Chief's  Home 

PRESENTED  BY;  Bruce  Shelton/Stanley  ClifLon 


E  Clampus  Vitus 


PROJECT  DECRIPTION; 


Bronze  plaque  mounted  on  four-foot  firebox  at  870  Bush  Street 
commemorating  San  Francisco  Firemen. 


Committee  Recommendation:   APPROVED 


For  the  Committee: 


The  Arts  commission, 
Resolution  No.:  CC77-86-199 


as  indicated  herein. 
For  the  Commi 


Subject  to: 


and  casting. 


airperson 
1986 


approved  the  project  submission 


ission;  Ot!*:^>,<?,^  ':y^ {^r^^^^^^,^^, . 

D  i  r  e^^feiagii!^^:  r;!^l'fc^u.pi  1  Affairs 


45  Hyde  Street 
Suite  319 

SflnFtflMclsco.CA  94102 
4(5  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Conmiission,  at  its 
meeting  of  23  June  1986   , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:  Richmond/Sunset  Treatment  Plant 


PIL/VSE  II 


AGENDA  ITEM: 


PRESENTED  BY: Art  Lee,  DPW,  Bureau  of  Architecture 


Ot.iiiiir  fcliistcli) 
MAVOR 

Cl.ilie  N  Is.iiics 
DIRLCIOR 

COMMISSIONERS 
|i>cf|iicline  Nemerovski 
President 

Robcit  L.iRocca 
Vice  President 

Vernon  Alley 
■flmolhy  Duncan 
Hiinson 
liiim  Peterson 
(  Peter  Rodriguez 
I  Rosclyne  C  Swig 
I  Ray  TiiHflferro 
I  DmIttI  Vedensky.  |r 

I  tX  OrnCIO  MtMBLRS 
I  Presidents  of  the 
'  fine  Arts  Museum. 

llbr.iry  Commission. 

Plnnning  Commission. 

Recreation  and  Park 

Commission 


PROJECT  DECRIPTION: 


Construction  of  new  building  on  site  of  treatment  plant, 


Committee  Recommendation:   APPROVED 


Subject  to: 


^iF:^ 


For  the  Committee:/ 


, Chairperson 


The  Arts  commission/  at  its  m^^ing  of  7  July  1986 
Resolution  No.  :  CC77-86-201 


approved  tlie  project  submission 


as  indicated  herein. 
For  the  Commission: 


\^^:\^  yip: 


Direi5feia|j|.i<j,^i  :>4j^i'tiu^       At  fairs 


45  Hyde  Street 
Suite  319 

S,vi  Ft.incl5CO.CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECO>mENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  23  June  1986   , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:   Griffith  Pump  Station 


PllASElII 


AGENDA  ITEM: 


PRESENTED  BY:  Art  Lee,  DPW,  Bureau  of  Architecture 


Di.iniir  feinslcin 
MAYOR 

CIcirie  N  Is.i.ics 
DIRtClOR 

COMMISSIONERS 
lacqiirlitie  Nemefovski 
President 

Robert  LaRocca 
Vice  President 

Veinon  Alley 
''molliy  Duncan 

l.inson 

ri.im  Palcrson 
Pcler  Rodrij^iiez 
Roselyne  C  Swig 
Ray  Taliaferro 
Dmitri  Vedensky.  )r 

U<  OrriCIO  MtMBtRS 
Ptpsidonis  of  the 
Fine  Arts  Museum, 
Library  Conirnissloii. 
Planning  Commission, 
Recreation  and  Park 
Commission 


PROJECT  DECRIPTION: 


Construction  of  pump  station  near  Candlestick  Park  recreation  area, 
including  station,  fencing,  paving  and  landscaped  terraces. 


Committee  Recommendation:   APPROVED 
clarification  of 


Subject  to: 


For  the  Committee 
The  Arts  commissi 
Resolution  No.:  CC77-86-  202 


d  structure  of  water  cascade, 


fi^-p^^ ,  ,  Chairperson 


of  7  July  1986 


approved  the  project  snbmi.ssJ  m- 


as  indicated  herein. 
For  the  Commission: 


45  Hyde  Street 
Suite  319 

S.V1  Francisco.  CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMI^IENDATION   FORM 

The  Civic  Design  Conunittee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  23  June  1986   , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION; 


Candlestick  Park  Photo  Platform 


PHASE  I,  II,  III 


AGENDA  ITEM: 


PRESENTED  BY:  Verl  Hall,  DPW/Bureau  of  ArchJ tec ture 


DIaiinr  Feinsleln 
MAYOU 

Cloirp  N  Isaacs 
DIRtCIOR 

COMMISSIONERS 
lacquoline  Nemerovski 
President 

Robert  LaRocca 
Vice  President 

Vernon  Alley 
Tlmolliy  Duncan 

'lanson 

Hani  Paterson 
Peter  Rodriguez 
Rosciyrie  C  Swig 
Ray  Taliaferro 
Dmitri  Vedensky.  |r. 

Lxorricio  members 

Presidents  of  ttic 
fine  Arts  Museum. 
Library  Commission, 
"lanning  Commission. 
Recreation  and  Park 
lonimisslon 


PROJECT   DECRIPTION: 

I 

24  X  12'  platform  for  cameras  located  on  main  press  box 
made  of  pre-fab  metal  and  painted  to  conform  with  existing 
color  scheme. 


Committee  Recommendation:   APPROVED 


Subject  to: 


For  the  Committee: 


, Chairperson 


The  Arts  commissic4i,^at  its  meeting 'of  7  July  1986 
Resolution  No. :  CC77-86-203 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission: 


[!.^<:cV^  ^^ 


D 1  r  e^jfeiagiiK^  ::J&ji1'  ^up^  1  Affairs 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  23  June  1986   , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSIOMI-i^aloma  Clubhouse  Renovations 


pha.se  I,  II 


AGENDA  ITEM: 


PRESENTED  BY:  Berry  von  Hungen  Groth,DPW, Bureau  of 


Oi.mne  Felnsteln 
MAYOR 

Cl.iiie  N  Isdflcs 
DIRECTOR 

COMMISSIONERS 
l.icqueline  NemerovskI 
Ptesldent 

Robert  L.iRocca 
Vice  President 

Vernon  Alley 
Timothy  Duncan 

Hanson 

iliam  Paterson 
Peter  Rodilguei 
Rosclyne  C.  Swig 
Ray  Taliaferro 
Dmilii  Vedensky.  |r. 

LX  orriCIO  MEMBERS 
Presidents  of  the 
Fine  Arts  Museum. 
Library  Commission. 
Planning  Commission, 
Recreation  and  Park 
Commission 


Architecture . 


PROJECT  DECRIPTION; 


Upgrade  of  existing  building,  including  interior  and  exterior 
rehabilitation  and  accessibility  solutions. 


Committee  Recommendation:   APPROVED 
se; 


Subject  to: 


For  the  Committee: 
The  Arts  commissio 
Resolution  No.:  CC77-86-204 


enrichment, 


, Chairperson 
uly  1986 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission: 


D±ret;i:fyi^-^}^:0w.M^m^   ATfalrs 


45  Hyde  Street 
Suite  319 

S,v\  Fffliiclsco.  CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORJM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  23  June  1986   , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION: 


Louis  Sutter  Fieldhouse 


PHASE   I, II 


AGENDA  ITEM:     8 


PRESENTED  BY:  Bob  Appleton,  Bureau  of  Architecture 


ni.iniip  feinsleln 
MAYOR 

CI.iIk'  N  IS.1ACS 
OIRtCIOR 

COMMISSIONERS 
|<icqiicliiie  NemerovskI 
f'tesldent 

Rol>ett  L.iRoccA 
Vice  President 

Veinon  Alley 
Timothy  Dunci<n 

'l.inson 

illflm  Peterson 
Pcler  Rodriguez 
Roselyne  C.  Swig 
R.iy  Tflllafcrro 
Dmllrl  Vedensky.  |r. 

LX  OrriCIO  MEMBtRS 
Presidents  of  the 
Fine  Arts  Museum. 
Libi.iry  Commission. 
PUnning  Commission. 
Recreolion  iind  Park 
Commission 


PROJECT  DECRIPTION: 

I 
McLaren  Park  Fieldhouse  rehabilitation  and  upgrade  of  structure 

and  facilities,  inside  and  out. 


Committee  Recommendation:   APPROVED 
rec 


Subject  to: 


For  the  Committee: 


Chairperson 


The  Arts  commission,  at  its  meennig  c/f  7  July  1986 
Resolution  No.:  CC77-86- 205 


approved  the  project  submits.! 


as  indicated  herein. 


For  the  Commission: 


Direi5teJ3vf?^?q4#t^t^|f 


^'r 


¥ 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94(02 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMJ^IENDATION   FORM 

The  Civic  Design  Conunittee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  23  June  1986   , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION;   1000  LOmbard/RAiling  File  #34 


PHASE 


AGENDA  ITEM:  9 


PRESENTED  BY:  ^^^  Engineering,  Bond  Yee/Mr.  Fleck 


lli.innc  felnslcln 
MAYOR 

Cl.iiip  N  Isa.ics 
DIRtCIOR 

COMMISSIONERS 
lacqiipline  Nemerovskl 
Piesklcnl 

Robert  I  .iRocca 
Vice  President 

Vernon  Alley 
''molliy  Duncan 
^arlSon 
illlam  Palerson 
Peter  Rodriguez 
Roselyne  C  Swig 
Ray  Taliaferro 
Dmirri  Vedensky.  |r. 

D<  OrriCiO  MEMBERS 
Presidents  of  tfie 
fine  Arts  Museum. 
Library  Conirnission. 
Planning  Commission, 
Recreation  and  Park 
Commission 


PROJECT  DECRIFTION; 


Lombard  street  railing  to  make  impossible,  sitting  on  wall,  on 
street  between  Hyde  and  Leavenworth  in  a  faux  Victorian  design. 


Committee  Recommendation:   APPROVED 
deti 


For  the  Committee: 


at  all  points, 


Subject  to: 


2«yC  hair  per  son 


The  Arts  cormiiissiop,  Jkt    its  meq/ing  of  7  July  1986 
Resolution  No. :  CC77-86-206 


approved  the  project  subtuis'iic 


as  indicated  herein. 
For  the  Coimnission: 


Dir e^jfena jjs.i?D^ :^ht^ml   Af f a ir s 


45  Hyde  Street 
Suite  319 

S,in  Francisco.  CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  23  June  1986   , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:  Coleridge  Street  Park 


PHASE 


AGENDA  ITEM: 


10 


m.innr  fclnslclii 
MAYOR 

Cl.iire  N  Isiiflcs 
DIRtCTOR 

COMMISSIONERS 
Idcqiiellne  Nemerovski 
President 

Robert  LoRocca 
Vice  President 

Veinon  Alley 
Tiiolhy  Duncan 

4anson 

Ham  Palerson 
Peter  Rodriguez 
Roselyne  C.  Swig 
Ray  Taliaferro 
Dtnilrl  Vedensky.  |r 

Lx  orricio  members 

Presidents  of  ific 
fine  Arts  Museum, 
Library  Commission. 
Planning  Commission. 
Recreation  and  Park 
Commission 


PRESENTED  BY:  DPW/Bureau  of  Engineering,  Shannon 

MaloiKjy 


PROJECT  DECRIPTION; 


Design  of  mini  park  on  previously  non-recreational  site, 
including  planting,  seating  and  play  equipment/facilities. 


i 


Committee  Recommendation:   APPROVED 


art  enrichment. 


For  the  Committee 


Subject  to: 


¥^t.t^>  Chairperson 


The  Arts  commission,'at  its  iMeting  Si    7  July  1986 
Resolution  No.:  CC77-86-  207 


approved  the  project  submissioi' 


as  indicated  herein. 
For  the  Commi 


ission:  (::^^?,^  ^ (C4f^< 
Dire)^tesii?g^^.i^l't|j.pl  Affair 


^Hfi    H'M 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  23  June  1986   , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:  SATURN  STREET  STEPS  REHABILITATION 


PHASE  HI 


AGENDA  ITEM:  11 


PRESENTED  BY:  Shannon  Maloney,DPW/Bur .  of  Engineering', 


DMniie  felnsleln 
MAYOR 

ClAire  N  Isaacs 
DIRtCTOR 

COMMISSIONERS 
lacqueline  Nemetovski 
President 

Robert  LaRocca 
Vice  President 

Vernon  Alley 
Timothy  Duncan 

Manson 

iliam  Palerson 
Peter  Rodriguez 
Roselyne  C  Swig 
Ray  Taliaferro 
Dmitri  Vedensky,  |r 

LX  Orr ICIO  MtMBtRS 
Presidents  of  the 
fine  Arts  Museum. 
Library  Commission. 
Planning  Commission, 
Recreation  and  Park 
Commission 


PROJECT  DECRIPTION: 


Renovation  of  Saturn  Street  steps, 


Committee  Recommendation:   APPROVED 


Subject  to: 


For  the  Committe 
The  Arts  commiss 
Resolution  No.:  CC77-86-208 


glf<  ,  Chairperson 


7  July  1986 


approved   the   project   submii 


as  indicated  herein. 
For  the  Commission 


.rs 


45  Hyde  Street 
Suite  319 

Sfln  Fr<viclsco.CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  23  June  1986   , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION: 


24th  Street  Mini  Park  Rehabilitation  PHASE  III 


AGENDA  ITEM:     12 


PRESENTED  BY;  DPW/Engineerlng,  Shannon  Maloney 


ni.iime  Felnsleln 
MAYOR 

Cl.ilif?  N  Is.i.ics 
DIRtCIOR 

COMMISSIONtRS 
Iflcqueline  Nemerovski 
PtesldenI 

Robett  IflRocca 
Vice  Ptesident 

Vetnon  Alley 
Timothy  Duncan 

M.inson 

,lli\m  Palerson 
Peter  Rodriguez 
Roselyne  C  Swig 
R.iy  WlAferro 
Dmitri  Vedensky.  |r 

tX  OrriCIO  MtMBtRS 
Presidents  of  the 
fine  Arts  Museum, 
llbriiry  Commission. 
PMmiing  Commission. 
Recre.illon  .md  Park 
Commission 


PROJECT  DECRIPTION: 


Redesign  and  upgrade  of  park  at  24th  Street,  near  York  Street 


Committee  Recommendation:   APPROVED 


Subject  to: 


For  the  Committee 

The  Arts  commissidn, 'at  its  mee 

Resolution  No.:  CC77-86-209 


approved  the  project  submispif 


as  indicated  herein. 
For  the  Commission: 


D  i  r  ei^^i^fi^'fs^ji^l!  ti,u.m  1'  'ATfairs' 


r 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  23  June  1986   , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:  Midtown  Terrace  Rehabilitation 


PHASE  1 


ni.iiine  Felnslein 
MAYOR 

Cl.iiie  N  Isaacs 
DIRECTOR 

COMMISSIONERS 
lacqueline  Nemetovski 
President 

Robetl  LaRocca 
Vice  PiesldenI 

Vefnon  Alley 
Timothy  Duncan 

Hanson 

iliam  Paletson 
Peter  Rodilguei 
Rosclyne  C  Swig 
R.iy  Taliaferro 
Dniitil  Vedensky.  |r. 

Lx  orricio  members 

Presidents  of  the 
Fine  Arts  Museum, 
Liliiaiy  Commission. 
Planning  Commission. 
Recreation  and  Park 
Commission 


AGENDA  ITEM:     13 PRESENTED  BY:  DPW/Engineering, Shannon  Maloney 

PROJECT  DECRIPTION: 

Rehabilitation  of  Terrace  park  arae  near  Clarendon  Avenue/ 
Sutro  Towers  area,  creation  of  recreation  facilities. 


Committee  Recommendation:   APPROVED 


Subject  to: 


For  the  Committee 
The  Arts  commissio 
Resolution  No. :  CC77-86-210 


, Chairperson 
July  1986 


approved  the  project  submissi'M 


as  indicated  herein. 
For  the  Commission: 


Direi5JSiejtiH^^:ii^J.'t^pl  Affairs 


45  Hyde  Street 
Suite  319 

Sam  ff.iiKlsco.CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  23  June  1986   , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


Dl.iniir  relnslclii 
MAYOK 

Cl.ilir  N  K.i.ics 
LJIIUCIOR 

:OMMISSIONtRS 
iicqiirline  NemetovskI 
'tesldeni 

tobeil  l.iRoccfl 
'ice  President 

'einon  Alley 
Imolhy  Duncan 
? "       >on 

!'  Paterson 

leic.  Kodilguen 
osclyiie  C  Swig 
.iy  Tcill.ilcrro 
imllfl  Vedensl<y.  |r 

X  Officio  MtMBtRS 
ie5ldenl<;  of  the 
IIP  Ail<;  Mu^rurn. 
Ijifliy  Commission, 
inning  Comnilsslon. 
•cre.illon  and  Pflrk 
Dnunlsslon 


PROJECT  SUBMISSION;    Preservation  of  Palace  of  Fine  Arts  piiASE Advisory 

Concrete  Forms 

AGENDA  ITEM:    14 PRESENTED  BY;  Cliristiua  Orth,  SF  Exploratoriuin 


PROJECT  DECRIPTION; 

I 

Whether  or  not  to  preserve  concrete  forms  from  which 
Palace  of  Fine  Arts  restoration  of  rotunda  columns  and 
capitals  were  made  during  its  rehabilitation. 


Decision;   authorized  to  abandon  but  must  be  disposed  of 

in  accordance  of  City  Charter  on  surplus  property  with  proceeds  to 

San  Francisco  Arts  Commission. 


"liri 


Committee    Recoiiuiiendation:       APPROVED 


Subject  to: 


For  the  Committee 


The  Arts  commission,  at  its  m 
Resolution  No.:  CC77-86-  211 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission 


lyH?  Slicef 

;  319 

fr.mcl-sco.CA  94102 
[558  3463 


^LL±AS DESIGN        C  0  M  H  1    T  T   p:   rr 

■       ACTION  RECOMI^IENDATION   Ff^Rft 

TI.e   Civic   Design   Co.muittee   of    the   San   Francisco  AR^.   r        -,      . 

ridncisco  ARts    Conunlssion,    at    Itq 

...eeuns   o^_nj,,,^211_.r..U..,    ..   ,„XI„„in«   project   a...   „co».„a 


IcIiisicIm 


)n 

SSIdNf  (IS 

'C  Ni-iiiciovskI 
I 

Idem 
Hpy 
iDuitcan 

Swig 

•rio 
•    lensky.  |r 

'  OMfMDtRS 
Ir  •-  o(  ihc 

y    niri,l5,|p,, 
"    oinmKslon. 


mmyLI}mLSSim F£l£ervation_ofPal^        of   Fine   Arts      p„a.pa.    • 

^C^crete   Forms  " ■  niASLAdvisorv 

AGENDA   ITEM:         14 


PRESENTED  BY:     Chrlstim  Ot-H,   qir   r   . 
'""^-LSLiua  Uitti.  Si'   Exploinlur  flit 


I'KUJECT  DECK  I  I'T i UN  : 


Whether  or  not  to  preserve  concrete  for.s  fro.  which 
Palace  of  Fine  Arts  restoration  of  rotunda  columns  and 
capitals  were  made  during  Its  rehabilitation. 


Decision:   authorized  to  abandon  but  must  be  disposed  of 

m  accordance  of  City  Charter  on  surplus  property  with  proceeds  to 

San  Francisco  Arts  Commission. 


Committee  Uecommenda tion  :__Arr 

For  the  Committee 
Tlie  Arts  coimiiissi 
Resolution  No.:  CC77-86-  211 
as  indicated  herein. 

For  tlie  Commissioni 


RUVEJJ 


Subject  to: 


> Chairperson 
uly  1986 


approved  the  project  submission 


A70.5-0 


45  Hyde  Street 

Suite  319 

San  Francisco,  CA  94102 

415   558  3463 


DOCUMEiSJTS  DEr-T. 
AUGG     ^983 

SAN  Fk/\<vOi*»<«»<^ 


CIVIC  DESIGN  COMMITTEE  MEETING 
JULY  21,  1986  1:30  p.m. 
MAIN  LIBRARY,  CIVIC  CENTER 
THIRD   FLOOR  COMMISSIONERS  ROOM 


MAYOR 
Dianne  Feinstein 


COMMISSIONERS 

Jacqueline  Nemerovski 
President 

Robert  LaRocca 
Vice  President 

Vernon  Alley 
Timothy  Duncan 
Stanley  Eichelbaum 
|o  Hanson 
William  Paterson 
Anna-Marie  B.  Metwally 
George  T.  Rockrise 
Pe"--  Rodriguez 
9  le  C.  Swig 

iFt        -(.  Warburg 

EX  OFFICIO  MEMBERS 

"residents  of  the 
-ine  Arts  Museum, 
-ibrary  Commission, 
'lanning  Commission, 
Recreation  and  Park 
Commission 


)IRECTOR 
Ilaire  N.  Isaacs 


AGENDA 


PRIVATE  SUBMISSIONS 

I.   Leo  A.  Daly  Architects/Conversion  of  PSA  Hangar 
at  SFO  to  Cargo  Facility /Mr.  Arvind  Iyer 

II-   Embarcadero  Center  West/Phase  II  Supplemental/ 
Mr.  Mark  Sol it 

III.   Orvis/Maiden  Lane  Closure  System/Mr.  Michael 
Chamberlain 

SUBMISSIONS  BY  DPW/BURIJAU  OF  ARCHITECTURE 

IV.   Cabrillo  F/H  Rehab. /Mr.  Bob  Appleton 

V.   Stern  Grove  Renovations/Mr.  Berry  von  Hungen  Groth 

SUBMISSIONS  BY  DPW/Bureau  OF  ENGINEERING 

VI.   Kearny  Street  Steps-Mini  Park/Mr.  Howard  Lim 

VII.   Little  Hollywood  Playground/Mr.  Howard  Lim 

VIII.   Encroachment  Peinnit/Hemlock  Street/Mr.  Nicholas 
Terlecky  (Client) 

IX.   Great  Highway  Seawall/Promenade/Ms.  LoriAnn 
Gordon 

SUBMISSIONS  BY  THE  PUBLIC  UTILITIES  COMMISSION 


XI.   Muni  J-Line  Connection  Project  MR-801  Glen  Park 
Substation/Mr.  Jim  Wallensten 


PHASE (S) 


I,  II,  III 


II  supplemental 


I,  II,  III 


I,  II,  III 
III 

I,  II,  III 

III 

I,  II,  III 

II 


I,  II 
XII.   Pilarcitos  Cottage  Replacement/Mr.  Stanley  Kresicki   I,  II,  III 


^f«^' 


■Sf^B^ 


COMMISSION 
SAN  rilANCISCO 


CP 

A70.30 


'ynx.y^uu.M^ 


CIVIC   DESIGN    COMMITTEE 


45  Mydr  Street 

Suite  119 

San  francisro,  CA  94102 

415   558  3463 


MAYOR 

Diatine  Feinstein 


COMMISSIONERS 

|nr(|iif'litic  Nemerovski 
I'tr^lilnnl 

Uiiliril  I  .il^di  <  n 
Vii  <•  I'li-'iiili'nl 

Vcmnii  Alley 
liriiotlty  niinraii 
Stanley  Eichelbauni 
lo  Hanson 
iVIIIiam  Paterson 
^nna-Marie  B.  Metwally 
George  T.  Rorktise 
■■eter  Rodriguez 
^oselyne  C.  Swig 
M.  Warburg 

jPFICIO  MEMBERS 

'rositlcnts  of  the 
ine  Arts  Mirseum, 
ibrary  Commission, 
'lanning  Commission, 
lerrralion  and  Park 
Commission 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of    21  July  1986 .reviewed  the  following 

project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 


PROJECT  SUBMISSION:   EMBARCADERO  CENTER 


PHASE-  ^^    Supplemental 


AGENDA  ITEM:  1    PRESENTED  BY:  ^^^^   Solit 


PROJECT  DESCRIPTION: 

Review  of  fountain  and  tile  pattern.   Tread  riser  ratio   Is 
comfortable  for  normal  gait;  fountain  changed  to  five  (5)  double 
sheets  of  water  coming  from  bottom  edge  of  ramp  and  illuminated 
below.   Tiles  to  replicate  others  in  Embarcadero  area,  with  course  of 
granite  around  plaza  perimeter. 

DOCUMENTS  DEPT. 

AU6o     198a 

PUBLIC    LIRMAPV 


tIRFCTOR 
laire  N.  Isaacs 


COMMITTEE   RECOMMENDATION: 


Approved 


SUBJECT  TO:  Phase  III 


m 


FOR  THE  COMMI 
THE  ARTS  COMMISS 
RESOLUTION  NO.  CC84-86- 245 
INDICATED  HEREIN. 

FOR  THE  COMMISSION: 


TTEE:   /  vi^V2t/^  /  il  <^r^AA<^L,^RAlR?l 
ISSION,  AT  I'l^S  MEETING  OF  4  August  1 


IRPERSON 
986 


APPROVED  THE  PROJECT  SUBMISSION  AS 


CLACREiWiVsJiaMi^  ^> 
DIRECTOR  OF   CULTURAL  AFFAIRS 


CIVIC   DESIGN    COMMITTEE 


45  Mydp  Street 

Suite  31<) 

San  Ftanrisro,  CA  94102 

-115   558   3.I6J 


MAYOR 

Dianiie  Feinstein 


COMMISSIONERS 

)arr|urline  NemerovskI 
ri('<;l(l(Mil 

RkIx-iI  I  .iKni  I  a 
Vli  (■  ri<".iil<'nl 

Vrtiion  Alley 
lliiiolhy  l^iincan 
Stariley  Eichelbaum 
Jo  Hatison 
William  Paterson 
Anna-Marie  B.  Metwally 
George  T,  Rorkrise 
Peter  Rodriguez 
f      ^lyiie  C.  Swig 
M.  Warburg 

EX  OFFICIO  MEMBERS 

Presidetits  of  the 
Fine  Arts  Museum, 
Library  Coirunission. 
Planning  Commission, 
Recreation  and  Park 
Commission 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of   21  July  1986 , reviewed  the  following 

project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 


PROJECT  SUBMISSION:   Cabrillo  F/H  Rehab, 


PHASE: 


.  I,  II,  III 


AGENDA  ITEM:   2    PRESENTED  BY:   Bob  Apple  ton/Bureau  of  Arch./DPW 


PROJECT  DESCRIPTION; 


$80,000  Budget 

Field  House  in  Golden  Gate  Park;  roofing,  painting  of  exterior 

change  of  windows,  building  of  handicapped  ramp. 


DIRECTOR 
Claire  N.  Isaacs 


COMMITTEE  RECOMMENDATION:   Approved 
samples  and  photographs  of  building, 


SUBJECT  TO:  Color 


FOR  THE  COMMITTEE 


EE;  ( 


~l-  (^nJU.^ 


HAIRPERSON 


THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF  4  AUGUST  1986 
RESOLUTION  NO.  CC84-86-246 


APPROVED  THE  PROJECT  SUBMISSION  AS 


INDICATED  HEREIN. 
FOR  THE  COMMISSION 


CLAikE  N.'  ISAJ^CS-^ 

DIRECTOR  OF  CULTURAL  AFFAIRS 


CIVIC   DESIGN    COMMITTEE 


-IS  Mydp  Street 

Suite  1t9 

San  rtaiici!;c(),  CA  94102 

-115  550  3'IGJ 


MAYOR 
Uiniiiie  Felnsteid 


COMMISSIONERS 

l.-irfi'"^""*"  NrmorovskI 
rrrslilfiil 

KoImmI  iMlJtM  1.1 
Vii  1-  l'll>:l.lllll 

ViMiiixi  Alli'v 
I  liiiothy  DiiiK  .in 
Stanley  Clchelbaufii 
]v  llaii'oii 
VVIIIIain  Patetson 
Amia-Matte  R.  Metwally 
George  1.  Rockrise 
Peter  Rodriguez 
Roselyne  C.  Swig 
Felix  M.  Warburg 

EX  OFFICIO  MEMBERS 

Presidents  of  the 
Fine  Arts  Mirseum, 
Library  Coniiriission, 
I'lannliiE  rornrnlsjion. 
Recreation  and  Park 
Commission 


ACTION  RECOMMENDATION  FOR^l 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of   21  July  1986 , reviewed  the  following 

project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 


PHASE:  III 


PROJECT  SUBMISSION;  Stern  Grove  Clubhouse  

Renovation  (Trocadero) 
AGENDA  ITEM;   3    PRESENTED  BY;  Berry  Von  Hungen  Gfotli 


DPW/Bureau  of  Architecture 


PROJECT  DJ'lSClUPTiUN: 
BUDGET:   $2^>5,UUU 

• 

Working  drawings  for  rehabilitation  of  existing  clubhouse, 
including  paint  and  structural  repairs,  using  art  enrichment 
for  replacement  of  glass  around  windows  or  some  similar  project 
adding  to  the  period  interest  of  the  structure.   Trellice  to 
remain  integral  to  structure  and  not  as  art  feature. 


DIRFCIOR 
Claire  N.  Isaacs 


COMMITTEE  RECOMMENDATION;   Approved 
of  color  yellow. 


SUBJECT  TO;  Brightening 


FOR 
THE 


THE   COMMITTEE;        /Ugxy:^  /    ^Wr^ 
ARJS    COMMISSION,    AT    LTSMEETING    OF 


JA^^^^ilLLAlRPERSON 
^  AUGUST  1986 


RESOLUTION  NO.   CC8A-86-  Z''!? 


INDICATED  HEREIN, 


APPROVED  THE  PROJECT  SUBMISSION  AS 


FOR  THE  COMMI S S ION :  '  '^''^^^^^^^3i^^ ' 

CLAIRE  N.  ISAACS 


DIRECTOR  OF  CULTURAL  AFFAIRS 


CIVIC   DESIGN    COMMITTEE 


4S  Hyde  Street 

Suite  319 

San  francisco,  CA  94102 

415   558  3463 


I 


MAYOR 

Dianne  Feinstein 


COMMISSIONERS 

|nr(nirlino  Nrmrrovskl 
r'lfsulriit 

Rohcil  I  .tR<i<  I  n 
Vur  rii->iii)ciil 

Vernon  Alley 
Timothy  Duncan 
Stanley  Eichelbaum 
)o  Hanson 
William  Paterson 
Anna-Marie  B.  Metwally 
George  T.  Rockrise 
Peter  Rodriguez 
P  ne  C.  Swig 

I  \.  Warburg 

EX  OFFICIO  MEMBERS 

Presidents  of  the 
Fine  Arts  Museum, 
Library  Commission, 
Planning  Commission, 
Recreation  and  Park 
Commission 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  21  July  1986 , reviewed  the  following 

project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION:  KEARNEY  STREET  MINI  PARK   PHASE:  I'  H'  ^ 


AGENDA  ITEM:    4   PRESENTED  BY:   Howard  Lim  -  Project  ManagemenI:  Dlv, 

Bureau  of  Engineering/DPW 

PROJECT  DESCRIPTION: 

BUDGET:   $35,000 

Construction  of  mini  park  at  Kearney  Street  steps  by  creating 
small  paved  plaza  with  ballards  and  illumination  of  four  park- 
ing slots,  adding  two  (2)  trees  and  an  open  balustrade  and 
two  (2)  lampposts. 


DIRECTOR 
Claire  N.  Isaacs 


COMMITTEE  RECOMMENDATION: 


APPROVED 


SUBJECT  TO: 


FOR  THE  COMMITTEE: 


77^0 


tu.wtCHAIRPERSON 


THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF   ^  AUGUST  1986 

RESOLUTION  NO.  CC84-86-248         APPROVED  THE  PROJECT  SUBMISSION  AS 


INDICATED  HEREIN. 
FOR  THE  COMMISSION: 


^ 


a^ 


"L^^^. 


CLAlRE  N.  ISAAC'S 

DIRECTOR  OF  CULTURAL  AFFAIRS 


CIVIC   DESIGN    COMMITTEE 


<!■;  Ilydo  Street 

Suite  319 

San  rt,inci';ro,  CA  94102 

415   558  3163 


MAYOR 

Dianne  Frinstciii 


COMMISSIONERS 
Incqurliiip  Nemetovski 
Prpiidnil 
Kiilii-it  I  .iKoi  ( ,1 
VIcr  I'icsldrnt 

VriMoii  Alley 
Timothy  Dunran 
Stanley  Eichelbaum 
)o  Hanson 
William  Paterson 
Anna-Marie  B.  Melwally 
George  T.  Rocl<rise 
Peter  Rodriguez 
Ro"»lvne  C.  Swig 
F  1.  Warburg 

EX  OFFICIO  MEMBERS 

Presidents  of  the 
Fine  Arts  Museum, 
Library  Commission, 
Planning  Commission, 
Recreation  and  Park 
Commission 


ACTION  RECOMMENDATION  FORl-1 

The  Civic  Design  Conunittee  of  the  San  Francisco  Arts  Commissionj 

at  its  meeting  of  21  July  1986 , reviewed  the  following 

project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  sucli  conditions  as  may  be  noted. 


PROJECT  SUBMISSION:  LITTLE  HOLLYWOOD  PLAY- 
AGENDA  ITEM:  5 


PHASE:  III 


GROUND 
PRESENTED  BY;  HOWARD  LIM,  DPW 


BUREAU  OF  ENGINEERING 


PROJECT  DESCRIPTION 


BUDGET:   $65,000 


To  develop  simple  green  space  area  near  existing  park  using  paths, 
picnic  tables  and  barbecues  and  irrigation  for  plantings. 


DIRECTOR 
Ilaire  N.  Isaacs 


COMMITTEE  RECOMMENDATION: 


APPROVED 


SUBJECT  TO: 


FOR  THE  COMMITTEE: 


TJ^Jiyuu^ 


CHAIRPERSON 

THE  ARTS  COMMISSION,  AT  iTS  MEETING  OF 4  August  1986 

RESOLUTION  NO.    CC84-86-249      APPROVED  THE  PROJECT  SUBMISSION  AS 


INDICATED  HEREIN. 
FOR  THE  COMMISSION: 


y 


CLAIRE  N.  ISAACS 

DIRECTOR  OF  CULTURAL  AFFAIRS 


CIVIC   DESIGN    COMMITTEE 


/IS  llydr  Siteel 

SiiitP  119 

Sail  ri.iMcisro,  CA  94102 

415   55B  M(i3 


MAYOR 

Diamic  Feinstcin 


COMMISSIONERS 

|;iri|iM'lliip  NpmerovskI 

ricsld.'rtl 

KkIii'iI   I  ,ll^<•  I.I 

v(<  .•  ri.vi.i.iii 

ViMiiim  Allry 
llimMliy  niiiunn 
Si,Tii|py  f  i(  liclbauni 

)(1   I  laM50M 

William  I'alptson 
Anna-Matic  (1.  Motwally 
Croige  T.  Rorkflse 
PptPt  Rodriguez 
Rfi5Plynp  r.  Swig 
■•lix  M.  Waiburg 

.X  OFFICIO  MEMBERS 

PrpslfJpiUs  n(  llip 
Flop  Alls  Miispiitn, 
Library  Commission. 
Planniiig  Commission, 
Rpcrralioii  and  Park 
Commission 


ACTION  RECOMl^lENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Coimiiission, 

at  its  meeting  of    21  July  1986 .reviewed  the  following 

project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION :HEMLOCK  ST.  ENCROACHMENT    pHASE:  I'  ^^'  ^" 


PERMIT 
AGENDA  ITEM!   6    PRESENTED  BY;   Joe  F.Ovadia,  DPW  -  Division  of 

Streets  and  Highways 
Nicholas  Terlecky,  WBE, Architec ts/l'lanir 

PROJECT  UESCRiPTiON: 

Creation  of  a  decorative  paving  partially  extending  to  city 
street  associated  with  D.  Burnham  Court 


DIRFC10R 
Claire  N.  Isaacs 


COMMITTEE  RECOMMENDATION: 


APPROVED 


SUBJECT  TO: 


/XU-n^     I .   /^^^r^Xu^iiUAJ 


FOR  THE  COWIITTEE:  (  sM-Tl^     /.  ^  ^^V^^yU^UIUAIRPERSON 
THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF  4  August  1986 
RESOLUTION  NO.  CC84-86-250 


APPROVED  THE  PROJECT  SUBMISSION  AS 


INDICATED  HEREIN.     ^'V-'-^ 
FOR  THE  COMMISSION:    ■^''^'•'i— 


CLAIRE  N.  ISAACS 

DIRECTOR  OF  CULTURAL  AFFAIRS 


CIVIC   DESIGN    COMMITTEE 


4S  HyHe  Street 

Suite  319 

Sail  Francisco.  CA  94102 

415   558  3'I63 


MAYOR 

Dianne  Feinslein 


COMMISSIONERS 

|,u(|tM-linp  NoriiPfovskI 
l'ii'«l(li'iil 

Kiihcil  I  .iK'iii  1.1 
Vli  V  i'lrslilriil 

Vrinoii  Alley 
Tlmolliy  Duncan 
Stanley  Eichelbaum 
)o  Hanson 
William  Peterson 
Anna-Marie  B.  Metwally 
George  T.  Rockrise 
Peter  Rodriguez 
Ro'"ivne  C.  Swig 
F  Warburg 

EX  OFFICIO  MEMBERS 

Presidents  of  the 
fine  Arts  Museum, 
Library  CorTimission, 
"'lanning  Commission, 
Recreation  and  Park 
Commission 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of    21  July  1986 , reviewed  the  fallowing 

project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION;  GREAT  HIGHWAY  SEAWALL     PHASE:    II 


AGENDA  ITEM;   9    PRESENTED  BY; LORIANN  GORDON 


PROJECT  DESCRIPTION: 

CONSTRUCTION  OF  PROMENADE  AND  SEAWALL  BETWEEN  QUINTARA  AND 
NORIEGA  STREET  AT  THE  GREAT  HIGHWAY. 


)IRECTOR 
laire  N.  Isaacs 


COMMITTEE  RECOMMENDATION:  DISAPPROVED 


SUBJECT  TO;!)   Presentation  of 


overlay  on  existing  drawing r~showing  location  and  concept  for  light  standard 

at  oito  of  project  and  2) rooubmittal  of  project  to  Visual  Arts  Commit tee 

for  art  enrichment. 


FOR  THE  COMMITTEE! 


, CHAIRPERSON 


THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF  4  August  1986 
RESOLUTION  NO.  CC84-86-251 


APPROVED  THE  PROJECT  SUBMISSION  AS 


INDICATED  HEREIN. 
FOR  THE  COMMISSION: 


^^^ 


.'-?j'^<r^ 


CLAIRE  N.  ISAACS 

DIRECTOR  OF  CULTURAL  AFFAIRS 


MO, so 


AUG  8     1^^« 

SAN    FRANCISCO 


»5  Hyde  Street 

iuite  319 

;an  Francisco,  CA  94102 

t15  558  3463 


^    CIVIC  DESIGN  COMMITTEE  MEETING 
.g^  25  AUGUST  1986     1:30  p.m. 
^-   MAIN  LIBRARY,  CIVIC  CENTER 

THIRD  FLOOR  COMMISSIONERS  ROOM 


MYOR 

)ianne  Feinstein 


:s:    L 


E      N 


A 


:OMMISSIONERS 

acqueline  Nemerovski 
■resident 

'.obert  LaRocca 
'ice  President 

ernon  Alley 
imothy  Duncan 
tanley  Eichelbaum 
)  Hanson 
/illiam  Paterson 
nna-Marie  B.  Metwally 
eorge  T.  Rockrise 
etor  Rodriguez 

ne  C.  Swig 

I.  Warburg 

<  OFFICIO  MEMBERS 

esidents  of  the 
ne  Arts  Museum, 
brary  Commission, 
anning  Commission, 
jcreation  and  Park 
ommission 


PRIVATE  SUBMISSIONS 


I.   Orvis/Maiden  Lane  Closure/Michael 
Chamberlain 

II.   Kinya  Tsuruta  Associates/Open  Space  at 
720  Market  Street/Linda  Miller 

III.   City  Park/Parking  Facility  at  Polk  and 
McAllister/Timothy  Leonoudakis 


SUBMISSIONS  BY  DPW/BUREAU  OF  ARCHITECTURE 


PHASE (S) 


I,    II,    III 


I,    II,    III 


IRECTOR 
aire  N.  Isaacs 


IV-  Miraloma  Field  House  Renovations/  III 

Berry  von  Hungen  Groth 

VII.  California  Academy  of  Sciences:  Emergency     I,  II,  III 
Generator  Building/Berry  von  Hiingen  Groth 


VIII.  Silver  Terrace  Fieldhouse  Renovations 
Berry  von  Hungen  Groth 


I,  II 


IX.  101  Grove  Street  Health  Services  Bldg./ 
Exterior  Handicap  Ramp/Steven  Dobbs 


II 


SUBMISSIONS  BY  DPW/BUREAU  OF  ENGINEERING 


I 


X.   Great  Highway  Seawall  Promendade/ 
Loriann  Gordeon 


II,  III 


5F 


/'"K.-CvC^jlJ^ 


45  Hyde  Street 

Suite  319 

San  Ffancisco,  CA  94102 

415  558   3463 


\ 


MAYOR 

Dianne  Feinstein 


COMMISSIONERS 

)acqupllne  Nemerovski 
President 
Rdhcrl  I  nRoc  ra 
Vii  I'  President 

Vernon  Alley 
Timothy  Dunran 
Stanley  Eichelbaum 
Jo  Hanson 
William  Paterson 
Anna-Marie  B.  Metwally 
George  T.  Rockrise 
Pe'er  Rodriguez 
i         'yn^  C.  Swig 
I         M.  Warburg 

Ex  vjFFICIO  MEMBERS 

Presidents  of  the 
Fine  Arts  Museum, 
Library  Commission, 
Planning  Commission, 
Recreation  and  Park 
Commission 


CIVIC   DESIGN    COMMITTEE 


DOCUMENTS  DEPT. 

AUG?     198a 

^aN  FRANCISCO 
MURLIC  I.IRPARV 


ACTION  RECOMMENDATION  FOim 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  25  August  1986 , reviewed  the  following 

project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION;  Orvis/Maiden  Lane PHASE;  I>  II 

AGENDA  ITEM:   1    PRESENTED  BY;  Michael  Chamberlain 


PROJECT  DESCRIPTION: 


Replacement  of  gate  chains  at  Maiden  Lane  entrances  by  lantern 
style  lighting  fixture  and  three-part  folding  geometric  gate. 


DIRECTOR 
Claire  N.  Isaacs 


\ 


COMMITTEE  RECOMMENDATION;  Approved 


SUBJECT  TO;  Sodium  vnpoi 


w 


ith  colored  glass  correction  to  be  consistent  with  use  of  st::- 


••  /yw^  r/<^-4>^^^^,' 


FOR  THE  COMMITTEE:  Ak  b.,^  .    I     /*t*^«'«^^^»^  ,  CHAIRPERSON 

THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF  9  September  1986 

RESOLUTION  NO.    98-86-265  a       APPROVED  THE  PROJECT  SUBMISSION  AS 


INDICATED  HEREIN. 
FOR  THE  COMMISSION: 


y^{C^e.^f0  -^ 


cLABiiaE^jisrJivfSitffa^^'' 

DIRECTOR  OF  CULTURAL  AFFAIRS 


1  wf^^ 


CIVIC   DESIGN   COMMITTEE 


45  Hyde  Street 

Suite  119 

San  Francisco,  CA  94102 

415   558   3-163 


Y 


MAYOR 

Dianne  Feinstein 


COMMISSIONERS 

)arqiipllne  Nemerovski 
Ptcsidenl 

KdlxMl  I  aK<)(  (  a 
Vic  I'  I'lt'sidcnl 

Vernon  Alley 
Timothy  Ounran 
Stanley  Eichelbaum 
Jo  Hanson 
William  Paterson 
Anna-Marie  B.  Metwally 
George  T.  Rockrise 
Peter  Rodriguez 
Rr>«o|yne  C.  Swig 
r         M.  Warburg 

t.,  OFFICIO  MEMBERS 

Presidents  of  the 
Fine  Arts  Museum, 
Library  Commission, 
Planning  Commission, 
Recreation  and  Park 
Commission 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  25  August  1986 , reviewed  the  following 

project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION:  720  Market  St.  Open  Space  PHASE:   I,  II 


AGENDA  ITEM;  2    PRESENTED  BY;  Linda  Miller,  Kinya  Tsuruta  Asso. 

PROJECT  DESCRIPTION; 
Proposed  seating  and  planting  in  front  of  720  Market  St. 


DIRECTOR 
Claire  N.  Isaacs 


I 


COMMITTEE  RECOMMENDATION:  Approved 


SUBJECT  TO:   Phase  III 


detailing  of   benches,  planters  and  drainage. 


;;  /dertH^  '  /  jcizM^cc^,^ 


FOR  THE  COMMITTEE;  /  ^-'"^n^     I     ^t^»g^^^<«_  ,  CHAIRPERSON 
THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF  8  September  1986 
RESOLUTION  NO.  98-86-266 


APPROVED  THE  PROJECT  SUBMISSION  AS 


INDICATED  HEREIN. 
FOR  THE  COMMISSION; 


DIRECTOR  OF  CULTURAL  AFFAIRS 


y 


/ 


CIVIC   DESIGN   COMMITTEE 


ilreet 

SCO,  CA  94102 
M63 


instein 


'SIGNERS 
I ;  NemerovskI 

R<ii  <  a 
I  dpnt 

I  ley 
1  luncan 
'  :helbaum 

!  I 

uterson 

*■  le  B  Melwally 

'  R         -.e 

'■\ 

rC.  :)r,,g 
I  Vatburg 

O  MEMBERS 

I    o(  the 
Museum, 
itnmisslon, 

I  Commission, 

I I  and  Park 
h  Dn 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 
at  its  meeting  of   25  August  1986    .reviewed  the  following 
project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 


PROJECT  SUBMISSION;  City  Park/Parking  Facility  PHASE;  I.  II.  Ill 

Polk  and  McAllister  Streets 

AGENDA  ITEM;   3   PRESENTED  BY;  Tim  Leonoudakls . 

City  Park 


PROJECT  DESCRIPTION; 

4  X  5-foot,  two-sided  City  Park  sign  for  Polk  and 
McAllister  on  side-mounted  black  pole  system. 


1R 
h  saacs 


COMMITTEE  RECOMMENDATION;   APPROVED 


SUBJECT  TO: 


FOR  THE  COMMITTEE; 


Tysi^z^, 


CHAIRPERSON 


THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF   8  September  1986 
98-86-267 


RESOLUTION  NO. 

INDICATED  HEREIN. 

FOR  THE  COMMISSION 


APPROVED  THE  PROJECT  SUBMISSION  AS 


DIRECTOR  OF  CULTURAL  AFFAIRS 


:OMMISSION 
SAN  rRANCISCO 


CIVIC   DESIGN 


COMMITTEE 


45  Hyde  Street 

Suite  319 

San  Francisro,  CA  94102 

415   558  3463 


MAYOR 

Dianne  Feinstein 


COMMISSIONERS 
Jn<(liirlino  Nemerovski 
President 
RolnMl  I  .iRoi  <  .1 
Vi(  e  I'resideiit 

Vernon  Alley 
Timothy  Duncan 
Stanley  Eichelbaum 
Jo  Hanson 
William  Paterson 
Anna-Marie  B.  Metwally 
George  T.  Rockrise 
Peter  Rodriguez 
R-^    ^lyne  C.  Swig 
1         M.  Warburg 

Ea  officio  members 

Presidents  of  the 
Fine  Arts  Museum, 
Library  Commission, 
Planning  Commission, 
Recreation  and  Park 
Commission 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Conunission, 
at  its  meeting  of   25  August  1986    , reviewed  the  following 
project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION:  Miraloma  Field  House      PHASE: 


AGENDA  ITEM:   4    PRESENTED  BY;   Berry  von  Hungengroth/DPW  Bureau 

of  Architecture 

PROJECT  DESCRIPTION: 

Final  color  selection  and  drawing  specs. 


DIRECTOR 
Claire  N.  Isaacs 


COMMITTEE  RECOMMENDATION:    Approved 


SUBJECT  TO; 


ART  ENRICHMENT  REQUIREMENT 


FOR  THE  COMMITTEE: 


^c-  /  /g^>/'<^«<^  , 


CHAIRPERSON 


THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF  8  September  1986 
98-86-268 


RESOLUTION  NO. 


APPROVED  THE  PROJECT  SUBMISSION  AS 


INDICATED  HEREIN. 
FOR  THE  COMMISSION: 


CLA^ 

DIRECTOR  OF  CULTURAL  AFFAIRS 


CIVIC   DESIGN    COMMITTEE 


45  Hyde  Street 

Suile  319 

San  Francisco,  CA  94102 

415   558   3463 


MAYOR 

Dianne  Feinstein 


COMMISSIONERS 

lacqiipline  Nemerovski 
President 
Rdlicil   l.iRiK  <  .1 
Vii  e  I'rj'sident 

Vernon  Alley 
Timothy  Duncan 
Stanley  Eichelbaum 
)o  Hanson 
William  Paterson 
Anna-Marie  B.  Metwally 
George  T.  Rockrise 
Peter  Rodriguez 
F        'vne  C.  Swig 
A.  Warburg 

EA  OFFICIO  MEMBERS 

'  Presidents  of  the 
Fine  Arts  Museum, 
Library  Commission, 
Planning  Commission, 
Recreation  and  Park 
Commission 


ACTION  RECOMMENDATION  FOR^I 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  25  August  1986 ,  reviewed  the  following 

project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION;  Calif.  Academy  of  Sciences  PHASE:   I'  ^^'    ^^^ 

Emergency  Generator  Building 
AGENDA  ITEM;    5   PRESENTED  BY; 

PROJECT  DESCRIPTION: 

Construction  Budget:   $50,000 

Construction  of  small  generator  building  next  to  loading 
dock,  concrete  block  below  grade  painted  to  match  adjacent 
buildings . 


DIRECTOR 
Claire  N.  Isaacs 


COMMITTEE  RECOMMENDATION:   Approved 


SUBJECT  TO: 


FOR  THE  COMMITTEE 

THE  ARTS  COMMISSION,  AT 

RESOLUTION  NO. 98-86-  270 


:   .^^^y^T7/<^WU^>tK£H^ 


ITS 


HAIRPERSON 


MEETING  OF  September  8,  1986 


APPROVED  THE  PROJECT  SUBMISSION  AS 


INDICATED  HEREIN. 
FOR  THE  COMMISSION; 


CL-A 
DIRECTOR  OF 


URAL  AFFAIRS 


^«r2 


CIVIC   DESIGN    COMMITTEE 


15  Hyde  Street 

Jtrilc  319 

ian  Fraticisro.  CA  94102 

nS   558  3-163 


^lAYOR 

Dianne  Feinstein 


COMMISSIONERS 

larqiipline  Nemerovski 
"tesidpitt 
<(>li('il  I  .iRiK  en 
/iir  I'rciidrnl 

/etnon  Allpy 
imothy  Duncan 
itanley  Eichelbaum 
o  Hanson 
Villiain  Paterson 
vnna-Marie  B.  Metwally 
"iPorge  T.  Rockrise 

("•••r  Rodriguez 
yne  C.  Swig 
M.  Warburg 

X  OFFICIO  MEMBERS 

residents  of  the 
ne  Arts  Museum, 
brary  Commission, 
anning  Commission, 
ecreation  and  Park 
ommission 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  25  AuRust  1986 , reviewed  the  following 

project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 


PROJECT  SUBMISSION;  Calif.  Academy  of  Sciences  PHASE; 

Emergency  Generator  Building 
AGENDA  ITEM:   5   PRESENTED  BY: 


I,  II,  III 


PROJECT  DESCRIPTION; 

Construction  Budget;   $50,000 

Construction  of  small  generator  building  next  to  loading 
dock,  concrete  block  below  grade  painted  to  match  adjacent 
buildings. 


IRECTOR 
aire  N.  Isaacs 


v« 


COMMITTEE   RECOMMENDATION:       Approved 


SUBJECT   TO:     art    efrrj:^chment 
reatiiuemenL 


r 


;       /{L.yJT.   f<^^^^i^U^u^id 


FOR  THE  COMMITTEE 

THE  ARTS  COMMISSION,  AT 

RESOLUTION  NO. 98-86-  270 


ITS 


HAIRPERSON 


MEETING  OF  September  8,  1986 


APPROVED  THE  PROJECT  SUBMISSION  yVS 


INDICATED  HEREIN. 
FOR  THE  COMMISSION: 


^^iSei:^ 


cl-a:iu^[^j^i 
director  of 


URAL  AFFAIRS 


'Ur; 


lOMMISSION 
SAN  raANCISCO 


CIVIC   DESIGN 


COMMITTEE 


45  Hyde  Street 

Suite  319 

San  Francisco,  CA  94102 

415   558  3163 


MAYOR 

Dianne  Feinstein 


COMMISSIONERS 

Jacqueline  Nemerovski 
Prrsirlont 

R(>l>ott  I  aRo(  ra 
Vici"  l'rcsi(l«nt 

Vernon  Alley 
Timothy  Duncan 
Stanley  Eichelbaum 
Jo  Hanson 
William  Paterson 
Anna-Marie  B.  Metwally 
George  T.  Rockrise 
Peter  Rodriguez 
Rr-°|yne  C.  Swig 
M.  Warburg 

Ea  officio  MEMBERS 

Presidents  of  the 
Fine  Arts  Museum, 
Library  Commission, 
Planning  Commission, 
Recreation  and  Park 
Commission 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 
at  its  meeting  of  August  25,  1986    .reviewed  the  following 
project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION:  Silver  Terrace  Fieldhouse  PHASE:   I»  H 
AGENDA  ITEM 


Renovation 
6    PRESENTED  BY:   Berry  von  HungenGroth,  DPW/ 


Bureau  of  Architecture 


PROJECT  DESCRIPTION:   Interior  and  exterior  renovation  including 
painting,  handrails  and  matching  grills. 

Construction  Budget:  $85,000 


DIRECTOR 
Claire  N.  Isaacs 


COMMITTEE  RECOMMENDATION :  APPROVED 


SUBJECT  TO:  ART  ENRICHMENT 


I 


FOR  THE  COMMITTEE:  / ''^IQ.n..^^ L    (/g:^:^g>C«<-*^-  ,  CHAIRPERSON 
THE  ARTS  COMMISSION,  AT  iTS  MEETING  OF  SEPTEMBER  8,  1986 
RESOLUTION  NO.  98-86-269 


APPROVED  THE  PROJECT  SUBMISSION  AS 


INDICATED  HEREIN. 


FOR  THE  COMMISSION 


DIRECTOR  OF  CULTURAL  AFFAIRS 


TV\^ 


CIVIC   DESIGN 


COMMITTEE 


45  Hyde  Street 

Suite  319 

San  Fraticisco,  CA  94102 

415   558  3463 


¥ 


MAYOR 
Diannc  Feinstein 


COMMISSIONERS 

),nr(niplinp  Nemerovskl 
President 

Rnlieil  I  i\H(H  (  n 
Vice  President 

Vernon  Alley 
Timothy  Duncan 
Stanley  Eichelbaum 
Jo  Hanson 
William  Paterson 
Anna-Marie  B.  Metwally 
George  T.  Rockrise 
Peter  Rodriguez 
R-^-elyne  C.  Swig 
I         M.  Warburg 

I  t/x  OFFICIO  MEMBERS 

I  Presidents  of  the 
I  Fine  Arts  Museum, 
I  Library  Commission, 
Planning  Commission, 
Recreation  and  Park 
Commission 


DIRECTOR 
Claire  N.  Isaacs 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 
at  its  meeting  of    August  25,  1985  , reviewed  the  following 
project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION:  101  Grove  St.  Health  Bldg.  PHASE:   H 


AGENDA  ITEM:_7 PRESENTED  BY:   Steve  Dobbs,  DPW/Bureau  of  Architecture 

PROJECT  DESCRIPTION: 

Construction  of  ramp,  grill  rails  and  stairs  for  handicapped 

access  using  granite,  cast  iron,  brass  and  concrete. 


COMMITTEE  RECOMMENDATION:   APPROVED 


SUBJECT  TO:  Phase  III  details, 


FOR  THE  COMMITTEE:  /^O^Oh^^  j     /  ^^^l<^:^^^g£HAIRPERSON 
THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF   September  8,  1986 
RESOLUTION  NO.  98-86-271 


APPROVED  THE  PROJECT  SUBMISSION  AS 


INDICATED  HEREIN. 
FOR  THE  COMMISSION 


CLAIRE  N.  ISAACS -^ 


DIRECTOR  OF  CULTURAL  AFFAIRS 


^TifQ 


CIVIC   DESIGN 


COMMITTEE 


45  Hyde  Street 

Suite  319 

San  Francisco,  CA  94102 

415   558   3163 


MAYOR 
Dianne  Feinstein 


COMMISSIONERS 

)acqiirline  NemerovskI 
Prp";ident 

Rcilicil  I  .iR<>«  (a 
Vite  Prpslrlont 

Vornoii  Alley 
Flmothy  Duncan 
>tanley  Eichelbaum 
o  Hanson 
/Villiam  Paterson 
\nna-Marie  B.  Metwally 
jeorge  T.  Rockrise 
'eter  Rodriguez 
'r  ^lyne  C.  Swig 
M.  Warburg 

\  vjFFICIO  MEMBERS 

residents  of  the 
Ine  Arts  Museum, 
ibrary  Commission, 
ilanning  Commission, 
ecreation  and  Park 
ommission 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 
at  its  meeting  of   25  August  1986    , reviewed  the  following 
project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 


PROJECT  SUBMISSION;  City  Park/Parking  Facility  PHASE;   I,  II,  III 

Polk  and  McAllister  Streets 
AGENDA  ITEM:    3   PRESENTED  BY:   Tim  Leonoudakis  


City  Park 
PROJECT  DESCRIPTION: 

4  X  5-foot,  two-sided  City  Park  sign  for  Polk  and 
McAllister  on  side-mounted  black  pole  system. 


(RECTOR 
laire  N.  Isaacs 


COMMITTEE  RECOMMENDATION:   APPROVED 


SUBJECT  TO: 


f 


FOR  THE  COMMITTEE; 


T~fS^^Z^, 


CHAIRPERSON 


THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF   8  September  1986 
RESOLUTION  NO.   98-86-267 


APPROVED  THE  PROJECT  SUBMISSION  AS 


INDICATED  HEREIN. 
FOR  THE  COMMISSION 


DIRECTOR  OF  CULTURAL  AFFAIRS 


•*i\ 


COMMISSION 
I  SAN  fUANCISCO 


CIVIC   DESIGN 


COMMITTEE 


45  Hyde  Street 

Suite  319 

San  Francisro,  CA  94102 

415  558  3463 


MAYOR 

Dianne  Feinstein 


COMMISSIONERS 

lacqiiojiiie  Nemerovski 
Prrsidoiil 

Ri)h«>rl  I  nRoc  ca 
Viio  I'ri'sidoul 

Vernon  Alley 
Timothy  Duncan 
Stanley  Eichelbaum 
)o  Hanson 
William  Paterson 
Anna-Marie  B.  Metwally 
George  T.  Rockrise 
Peter  Rodriguez 
P      •'lyne  C.  Swig 
M.  Warburg 

fcA  OFFICIO  MEMBERS 

Presidents  of  the 
Fine  Arts  Museum, 
Library  Commission, 
Planning  Commission, 
Recreation  and  Park 
Commission 


ACTION  FlECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 
at  its  meeting  of  August  2'j ,    1986    , reviewed  the  following 
project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION:  J  Line/Glen  Park  Station  PHASE:    I.  H 


AGENDA  ITEM:   9   PRESENTED  BY:   PUC/Engineering 

PROJECT  DESCRIPTION: 

Construction  of  Muni  sub-station  from  prefab  materials 
with  fencing  and  planting,  using  movable  panels  on 
Mission  Street  side. 


DIRECTOR 
Claire  N.  Isaacs 


COMMITTEE  RECOMMENDATION:   APPROVED 


SUBJECT  TO;art  enrichment  and 


consideration  of  plantings  on  Misison  Street  side. 

FOR  THE  COMMITTEE :^^^v^^y^>i:^  /  ^c:^^.^.t.^«,^L^ CHAIRPERSON 

THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF   September  8,  1986 

RESOLUTION  NO.  98-86-27.2       -  APPROVED  THE  PROJECT  SUBMISSION  AS 


INDICATED  HEREIN.       ^-.  .-^ 

FOR  THE  COMMISSION:  C^^'^-'^t-:^^ 


DIRECTOR  OF  CULTURAL  AFFAIRS 


CIVIC   DESIGN 


COMMITTEE 


45  Hyde  Street 

Suite  319 

San  Franrisro,  CA  94102 

415    558   3163 


MAYOR 

Dianne  Feinstein 


COMMISSIONERS 

lactfiiolitie  Nemerovskl 
Pro^idont 

Riihcil  I  nR<i<  (a 
Vl(  o  I'fcsidoiit 
Vernon  Alley 
Timothy  Duncan 
Stanley  Eichelbaum 
Jo  Hanson 
William  Paterson 
Anna-Marie  B.  Metwally 
George  T.  Rockrise 
Peter  Rodriguez 
R'^-Tlyne  C.  Swig 
I         M.  Warburg 

Ea  officio  MEMBERS 

Presidents  of  the 
Fine  Arts  Museum, 
Library  Commission, 
Planning  Commission, 
Recreation  and  Park 
Commission 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 
at  its  meeting  of  August  25,  1986    , reviewed  the  following 
project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION:   Embarcadero  Center  West  PHASE:   III 


AGENDA  ITEM:  10    PRESENTED  BY:   Mark  Solit 


PROJECT  DESCRIPTION: 
Final  drawings  for  pedestrian  mall. 


DIRECTOR 
Claire  N.  Isaacs 


COMMITTEE  RECOMMENDATION;   Approved 


SUBJECT  TO: 


FOR  THE  COMMITTEE; 


/  /<^7^C4>'U^^   , 


CHAIRPERSON 


THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF  September  8,  1986 

RESOLUTION  NO.  98-86-      279     APPROVED  THE  PROJECT  SUBMISSION  AS 


INDICATED  HEREIN. 
FOR  THE  COMMISSION: 


DIRECTOR  OF  CUCTURAL  AFFAIRS 


SP 
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A 


E   N   D   A 


CIVIC  DESIGN  COMMITTEE 
SEPTEMBER  22,  1986 
1:30  p.m.   MAIN  LIBRARY 
THIRD  FLOOR  COMMISSION  ROOM 


PRIVATE  SUBMISSIONS 

\A-'      San  Francisco  Archers/Storage  Facility 
at  Sharp  Park/Lyle  Miller 

SUBMISSIONS  BY  DPW/BUREAU  OF  ARCHITECTURE 

ZI .   Alice  Chalmers  Recreation  Center /Bob  Appleton 

I.   6th  and  Folsom  Recreation  Center /Bob  Appleton 

\i.V -      Civic  Auditorium/Facade  Design/Bruce  Flynn 

SUBMISSIONS  By  DPW/BUREAU  OF  ENGINEERING 
V 


.  r  Enfc it)sathm\ent  Permit/Hall  of  Justice  SFPD  Koban 


PHASE(S) 


I,  II 
II 

I 

I,  II,  III 


A"70.3O 


» 


.--.CIVIC   DESIGN    COMMITTEE 


15  Hyde  Street 

Jiiite  319 

iaii  Francisco,  CA  94102 

115   558  3-163 


vlAYOR 

}ianne  Feinstein 


:OMMISS(ONERS 

ncriurline  Nemerovski 
'rr<iiHpnt 

'.ohcfl  InRotca 
J'i<r  I'rrsiifciit 

i  ernon  Alley 
imotliy  Duncan 
tanley  Eichelbaum 
)  Hanson 
/llliam  Paterson 
nna-Marie  B.  Metwally 
porge  T.  Rockrise 
>ier  Rodriguez 

I'yne  C.  Swig 
M.  Warburg 

(OFFICIO  MEMBERS 

esidents  of  the 
ne  Arts  Museum, 
irary  Commission, 
anning  Commission, 
■creation  and  Park 
immission 


RECTOR 
'lire  N.  Isaacs 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 
at  its  meetings  of  22  September  1986   , reviewed  the  following 
project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION:  Alice  Chalmers  Rec. Center  PHASE:   I  &  H 


AGENDA  ITEM:_2 PRESENTED  BY:  Bob  Appleton,  DPW/Bureau  of  Architecture 

PROJECT  DESCRIPTION: 

Structural  addition  to  existing  building  using  same  materials.  (1,000 

square  feet) . 


DOCUMENTS  DEPT. 

AUGo     1383 

SAlM  hKANClSCO 
PUHLIC  LIBRARV 


COMMITTEE  RECOMMENDATION: 


APPROVED 


SUBJECT  TO: 


Phase  III 


:^Ji^^.lA  )liXI^, 


FOR  THE  COMMITTEE  .-^rVA  \>c^J>V  >f_Jk^-^r^  .  Commissioner 
THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF   6  "October  1986 
RESOLUTION  NO.   CD106-86- 306 


INDICATED  HEREIN. 
FOR  THE  COMMISSION:  «- 


APPROVED  THE  PROJECT  SUBMISSION  AS 


^<^^»r>^ 


CLAIRE  N.  ISAACS 

DIRECTOR  OF  CULTURAL  AFFAIRS 


OMMISSION 
AN  FRANCISCO 


CIVIC   DESIGN    COMMITTEE 


S  Hyde  Street 

iiite  319 

an  Francisro,  CA  94102 

115   558   3.163 


MVOR 

Jianne  Feinstein 


:OMMISSIONERS 

artnirliiie  Nemerovski 
'tr<;i()r'nl 

(ohrrl  I  nRocca 
'kv  President 

'ernon  Alley 

imothy  Duncan 

tanley  Elchelbaum 

)  Hanson 

k^illlam  Palerson 

nna-Marie  B.  Metwally 

eorge  T.  Rockrise 

eter  Rodriguez 
!,r~-o|yne  c   Swig 
I        M.  Warburg 

<  OFFICIO  MEMBERS 

esidents  of  the 
>ne  Arts  Museum, 
brary  Commission, 
anning  Commission, 
?creation  and  Park 
Dmmission 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 
at  its  meeting  of  22  September  1986   , reviewed  the  following 
project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 

Facility 
PROJECT  SUBMISSION:  S.F.  Archers  Storage/ PHASE;   I»  II>  I^I 


AGENDA  ITEM;   1    PRESENTED  BY;  Lyle  Miller , President 

2800  Merion 
San  Bruno,  CA  94066 

PROJECT  DESCRIPTION; 

Construction  of  addition  to  existing  archer  facility  made 
of  textured  plywood  and  glass. 


RECTOR 
aire  N.  Isaacs 


COMMITTEE  RECOMMENDATION; 


APPROVED 


SUBJECT  TO; 


r^SZjI^S^ 


FOR  THE  COMMITTEE;  i^^aX   ./V-.  ^    iCl/Ofjv-^  A  .  Commissioner 
THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF   6  October  1986 
RESOLUTION  NO.   CD106-86-305 


APPROVED  THE  PROJECT  SUBMISSION  AS 


INDICATED  HEREIN, 


FOR  THE  COMMISSION: 


.  C^-t^-Sixfi^ 


^ 


CLAIRE  N.  ISAACS 

DIRECTOR  OF  CULTURAL  AFFAIRS 


rtfi 


OMMISSION 
SANfRANCISC 


CIVIC    DESIGN    COMMITTEE 


/IS  llyHe  Street 

Suitp  319 

San  Fratici'ico.  CA  94102 

415   558  3463 


MAYOR 

Oianne  Feinstein 


COMMISSIONFRS 

Indiiirlinp  Ncrnerovski 
l'r(";i<l("nl 

Rfihril  I  nK<)(  ra 
Vic  !■  I'fosidnil 

Vernon  Allpy 
Fiinolhy  Duncan 
Stanley  Eichelbaum 
o  Hanson 
A/illiam  Paterson 
\nna-Marie  B.  Metwally 
jPotge  T.  Rockrise 

1'pier  Rodriguez 
'yne  C.  Swig 
M.  Warburg 

X  OFFICIO  MEMBERS 

rr^idents  of  the 
iiir  Arts  Museum, 
ibrary  Commission, 
lanning  Commission, 
ecreation  and  Park 
ommission 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 
at  its  meeting  of  22  September  1986   , reviewed  the  following 
project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION: 6th  Street  and  Folsom  St.   PHASE:  ^^ 


Recreation  Center 
AGENDA  ITEM:  3    PRESENTED  BY:  DPW/Bureau  of  Architecture 

Bob  Appleton 

PROJECT  DESCRIPTION: 

BUDGET:   $758,000  (park) 

2,200,000  (building) 

Construction  of  open  space,  play  area  and  recreation  court/center 
structure,  fencing,  lighting  and  irrigation  system.     Surfaces  of 
concrete  and  masonry,  glass  and  metal  siding,  stucco. 


IRECTOR 
laire  N.  Isaacs 


COMMITTEE  RECOMMENDATION: 


APPROVED 


SUBJECT  TO: 


PHASE  III  AND  ART  ENRICHMENT 


FOR  THE  COMMITTE 


^y  x-^ulw^ 


F  6  Octo 


Commissioner 
ber  1986 


THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF 

RESOLUTION  NO.   CD106-86- 307 APPROVED  THE  PROJECT  SUBMISSION  AS 

INDICATED  HEREIN. 


FOR  THE  COMMISSION; 


CLAIRE  N.  ISAACS 

DIRECTOR  OF  CULTURAL  AFFAIRS 


i^yii^ 


CIVIC   DESIGN 


COMMITTEE 


i  Hyde  Street 

lite  319 

111  Fraticisro,  CA  94102 

15  558  3-163 


AYOR 

ianne  Feinstein 


OMMISSIONERS 

rtiiioline  Ncnierovski 
r^idciil 

ihnl  I  ,tR(«  ra 
(P  I'rcsidrnl 

'rnon  Allpy 
nothy  Duncan 
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Hanson 
illiani  Paterson 
na-Marie  B.  Metwally 
orge  T.  Rockrise 
'■'r  Rodriguez 

vne  C.  Swig 

v1.  Warburg 

I  OFFICIO  MEMBERS 

Isidcnts  of  the 
I  p  Arts  Museum, 
I  rary  Commission, 
I  fining  Commission, 
f  reation  and  Park 
(  ninission 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Conunittee  of  the  San  Francisco  Arts  Coimnission, 
at  its  meeting  of  22  September  1986   , reviewed  the  following 
project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 


PROJECT  SUBMISSION:  CIVIC  AUDITORIUM 


PHASE: 


I, II, III 


PARAPET  REPAIRS 
AGENDA  ITEM:   4   PRESENTED  BY:  Bruce  Flynn/DPW,  Bureau  of  Architecture 


PROJECT  DESCRIPTION: 

Rehabilitation  of  Civic  Auditorium  facade  and  flagpoles,  plus  all 

materials  related  to  parapet  structure,  appearance  and  safety. 


C  ECTOR 
C  re  N.  Isaacs 


COMMITTEE  RECOMMENDATION: 


APPROVED 


SUBJECT  TO: 


FOR  THE  COMMUTE 
THE  ARTS  COMMISS 
RESOLUTION  NO.   CD106-86- 308 


ION,  AT  ITS  MEETING  0]P  6  Octo 


Commissioner 
ber  1986 


APPROVED  THE  PROJECT  SUBMISSION  AS 


INDICATED  HEREIN. 


FOR  THE  COMMISSION: 


C^^'t^^^ii'Se^ 


^^ 


CLAIRE  N.  ISAACS 

DIRECTOR  OF  CULTURAL  AFFAIRS 


>^^  v5^:^^' 


4S  Hyde  Street 

Suite  319 

San  rianci?co.  CA  94102 

415   558  3-163 


MAYOR 

Oiarme  Feinstein 


COMMISSIONERS 

acqiirline  Nernerovski 
'resident 

lobert  LaRocca 
/ice  President 

/ernon  Alloy 

imothy  Dutiran 
Itanley  Eichelbaum 

Hanson 
Villiam  Paterson 
Vnna-Marie  B.  Melwally 

leorge  T.  Rockrise 

re- 


eliA 


ndriguez 

'  C.  Swii5 

1.  Warburg 


X  OFFICIO  MEMBERS 

residents  of  the 
ine  Arts  Museum, 
ibrary  Commission, 
ilatining  Commission, 
ecreation  and  Park 
lionimission 


•  IRECTOR 
ilaire  N.  Isaacs 


CONFERENCE   MEMO 


SUBJECT:   Art  enrichment  of  Sea  Wall  Esplanade,  Great  Highway  -- 
Clean  Water  Program. 

DATE:     Conference  in  Mr.  Birrer's  office,  September  15,  1986 

PRESENT:   Donald  Birrer,  Director,  Department  of  Public  Works 
(Tel, 554-6922) 

Robert  Cockburn,  Director,  Clean  Water  PrograJn 
(Tel:  558-2131) 

Ed  Janelli,  Landscape  Arcliitect,  D.P.W. 
(Tel:  558-4757) 
Sara  Pickus,  Project  Manager 

Robert  La  Rocca,  Arts  Coimnissioner  (Tel :  777-5363) 
George  T.  Rockrise,  Arts  Coimiiissioner  (Tel :  982-5197) 

MEMO  BY:   George  T.  Rockrise 


DAGKGROUND : 

The  sewer  transport  project  is  being  installed  under  tlie  GreatuJIighv/ay 
and  the  paved  roadway  re-installed  and  improved.  Concurrently,  at  a 
somewhat  lower  elevation  and  outboard  of  the  highway  will  be  constructed 
a  pedestrian  walkway  and  a  tiered  sea  wall  down  to  the  beabh.  Tlie  beacli 
front  is  part  of  tlie  Golden  Gate  National  Recreation  Area  (GGNRA)  and  is 
thus  under  the  jurisdiction  of  the  Nai tonal  Park  Service.   Construction 
of  walkway  will  be  done  with  City  of  San  Francisco  funds. 

CAUSE  OF  MEETING: 

Wlien  drawings  of  the  beach  front  improvement  were  presented  to  tlie 
Civic  Design  Coimnittee  by  Mr.  Janelli,  Rockrise  raised  the  question  of 
the  possibility  and  justification  of  art  enrichment  of  the  walkway 
improvement,  because  of  the  spectacular  location,  anticipated  public 
visitaction,  and  importance  of  the  total  transport  project. 

It  was  agreed  that  Commissioners  La  Rocca  and  Rockrise  would  contact 
the  Director  of  Public  Works  to  explore  the  possibility  of  enrichment. 

MEETING  NOTES: 


Ed  Janelli,  Landscape  Architect,  with  considerable  forethought,  had 
prepared  sketches  of  round  concrete  placques,  3  to  4  feet  in  diameter, 
designed  to  be  set  flush  in  the  centerpoints  of  each  round  overlook. 
(Overlooks  will  occur  on  the  axis  of  every  other  street  meeting  tlie 
highway  at  right  angles.)   Placques  are  set  flush  to  allow  easy 
passage  of  service  vehicles. 

llie  first  increment  of  sea  wall/walkway  improvement  is  estimated  to 
include  perhaps  three  overlooks.   'Jliis  would  require  three  placques 
(each  of  differing  design)  at  an  estimated  cost  of  around  $2,500.00 
plus  artist's  fee  to  make  each  design  pattern,  witli  color  and  texture  noLc 


r5rr? 


-2- 

Fabrication  would  be  by  a  concrete  pre- casting  company  such  as 


Content  would  contain  the  axis  street  name  and  clue  as  to  its  derivation  around 
the  perimeter  of  the  placque.   The  interior  design  could  contain  illustrative 
heraldry  relating  to  street  name  or  marine  life,  as  suggested  in  the  Janelli  sketches 

There  was  general  agreement  among  all  those  present  that  this  modest  project  can 
be  funded  and  that  the  design  concept  is  most  satisfactory. 

ADDITIONAL  DISCUSSION: 

It  was  suggested  and  agreed  upon  that  a  simple  concrete  street  name  sign  be  affixed 
just  below  the  ballustrade  at  each  overlook  for  orientation  of  the  visitor. 

ILLUMINATION: 

Lighting  of  the  walkway  and  the  overlook  was  discussed.   Lighting  standards  could  be 
an  enrichment  to  the  Esplanade  as  is  the  case  with  European  bridges  and  embankments. 

But  illumination  was  finally  rejected  for  the  reasons  following: 

Cost 

Vandalism 

Difficult  to  give  adequate  poliee  protection 

Hence,  few  if  any  night-time  visitors 
^  *^,  Neighborhood  objection  to  glare  in  sea  view 

W 

OTHER  DISCUSSION; 

Commissioners  Rockrise  adn  La  Rocca  requested  of  Director  Birrer  that  he  confer 
with  the  City  Architect  towards  creating  a  standard  methodology  by  which  selected 
projects  when  first  formulated  and  budgeted,  would  include  a  line  item  for 
art  enrichment,  where  appropriate,  said  notations  occurring  on  a  monthly  list  of  all 
projects  projected  by  Public  Works. 

Such  a  procedure  would  allow  the  Arts  Commission  to  exercise  its  charter  perogative 
of  early-on  participating  in  the  determination  of  which  projects  should  have  art 
enrichment. 

The  meeting  closed  with  the  request  that  Architect  Janelli  and  Project  Manager 
Pickus  would  keep  those  present  fully  informed  as  to  the  devleopment  of  the  walkway 
enrichment. 

All  participants 

Civic  Design  Arts  Commissioner  Felix  Warburg  ^j, 

Visual  Arts  Commissioners  Jo  Hanson,  Peter  Rodriquez  •' 

flirts  Commission  President  Jackie  Nemerovski 

Michael  Bell,  Assistant  Director  and  Civic  Design  cordinator 

Jill  Man ton.  Visual  Arts  Committee  Coordinator 
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\oiz^l^ 
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CIVIC  DESIGN  COMMITTEE  MEETING 
TUESDAY rrOCTOBER  28,  1986 
3:00  p.m.   45  HYDE  STREET 
THIRD  FLOOR  CONFERENCE  ROOM 


\YOR 

inne  Feinstein 
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iiMMISSIONERS 

I  queline  Nemerovski 
\  sident 

F^ert  LaRocca 
k  e  President 

\  non  Alley 
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I*  ?r  Rodriguez 

R  elyne  C.  Swig 

-'  <  M.  Warburg 

E:  OFFICIO  MEMBERS 

^1  idents  of  the 
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PRIVATE  SUBMISSIONS  PHASE (S) 

I.   Fort  Mason  Center/Redesign  of  Entrance/  I 

Mark  Kasky 

SUBMISSIONS  BY  DPW/DEPARTMENT  OF  ENGINEERING 

II .   Glen  Park  Playground/Shannon  Maloney  I 

III.   Coleridge  Street  Park/Shannon  Maloney  III 

SUBMISSIONS  BY  DPW/BUREAU  OF  ARCHITECTURE 

IV.   Conimunity  Facilities  Building  at  Father  Boddeker       III 
Park/Robert  Appleton 

V.   Sharon  Building  Restoration/Beriry  von  Hugen  Groth      I,  II 


JliCTOR 
-le  N.  Isaacs 


VI.   Douglas  Fieldhouse  Renovation/Berry  von  Hungen  Groth   I,  II 
VIII.   North  Police  Station  Renovation/Mark  Primeau  I 


4>  ^ 


Hyde  Street 
le  319 
Francisco,  CA  94102 
558  3463 


October   7,    1986 


r-OR 

me  Feinstein 


V1MISSIONERS 

i|ueline  Nemerovski 
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•  President 

ion  Alley 
i  ^tliy  Duncan 
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1  anson 
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E  r  Rodriguez 
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i   M.  Warburg 

<'FFICIO  MEMBERS 

'<  dents  of  the 
r  Arts  Museum, 
I  ry  Commission, 
i  ling  Commission, 
Beation  and  Park 
Omission 


TO: 


FROM: 
RE: 


Honorable  Members ,  Civic  Design  Committee 

Arts  Commission  Staff 

Bureau  of  Architecture 

Bureau  of  Engineering 

Dept.  of  Landscape  Architecture 

Regina  Almaguer,  Co-Coordinator,  Civic  Design  Committee 

Changes  in  Civic  Design  Meeting  Schedules  for  October, 
November  and  December,  1985 


To  All  Parties  Concerned  with  the  Civic  Design  Committee; 


Please  note  that  the  following  changes  have  been  made 
for  the  Civic  Design  Committee  meetings  for  October, 
November  and  December  as  follows: 


The  meeting  of  October  20,  1986  has  been  changed 
to  October  28,  1986  (Tuesday) .   The  meeting  will 
begin  at  3:00  p.m.  and  will  meet  at  45  Hyde  Street, 
3rd  Floor  Conference  Room. 


/^ 


i   CTOR 
la?  N.  Isaacs 


The  meeting  of  November  24,  1985  will  begin  at  3  rOO  p.m. 
and  will  meet  as  usual  in  the  Main  Library,  Commissioners 
Room. 


The  meeting  of  December  22,  1986  will  begin  at  3 ; 00  p.m. 
and  will  meet  as  usual  in  the  Main  Library,  3rd  Floor 
Commissioners  Room. 


Thank  you  for  your  attention  to  these  matters.   If  you 
have  any  questions,  please  call  the  Arts  Commission 
Office  at  558-3463. 


il*\^\ 
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anclsco.CA  94102 

58  3463 


POCUMENTSDEPT, 
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^       CIVIC        DESIGN         COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  28  October  1986reviewed  the  following  project  and  recommends 
action  to  the  Conmiission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:  FORT  MASON  ENTRANCE 


PHASE   I 


?  reiiistein 

•'R 

I 

N.  Isaacs 

TOR 

^ISSIONtRS 
i  line  Nemerovski 
j-nl 

\  l^Rocca 
ifesident 

i  Alley 
1     Duncan 
i   Jn 
H  Paterson 

Sodrlguez 
le  C.  Swig 
Tsferro 
M'edensky.  |r. 

3  CIO  MEMBERS 
ii  nK  ol  the 
■  I  s  Museunn. 
ai  Commission, 
v(  I  Commission. 
r«  ion  and  Park 
ni  .sion 


AGENDA  ITEM: 


PRESENTED  BY:  Mark  Kasky/Fort  Mason  Center 


PROJECT  DECRIPTION: 


Landmark  Building  A 

San  Francisco,  CA  94123-1382 

441-5706 


Creation  of  formal  entrance  roadway  and  plantings  at  Fort  Mason, 
keeping  character  of  Mission  Revival  style  in  signage,  walls  and  gates. 


Committee  Recommendation:   APPROVED 


Subject  to: 


11 


For  the  Committee: 


, Chairperson 


The  Arts  commission,  at  its  meeting  of  3  November  1986 
Resolution  No.:  CD113-86-320 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission: 


Director  ol  Cultural  Affairs 


F  SAN  FRANCISCO 


Hyde  Street 
:e3l9 

Francisco.  CA  94102 
I  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of28  October  1986 >^evi6wed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION: 


GLEN  PARK  PLAYGROUND 


PHASE  I 


AGENDA  ITEM: 


PRESENTED  BY:   SHANNON  MALONEY,  DPW/BUREAU  OF  ENGINEERING 


iine  Feinslein 
(OR 

e  N.  Isaacs 
:CTOR 

^MISSIONtRS 
ueline  Nemerovski 
ident 

rt  LaRocca 
'President 

on  Alley 
Duncan 
on 

"im  Paterson 
t'  Rodriguez 
0  lyne  C.  Swig 
»  aliaferro 
n  ri  Vedensky,  )r. 

<  FFICIO  MEMBERS 
r«  ^ents  of  the 
ti  ^rts  Museum. 
b  y  Commission. 
la  ing  Commission. 
e<  ation  and  Park 
O  nisslon 


CONSTRUCTION  BUDGET:   $90,000 


PROJECT  DECRIPTION: 


Rehabilitation  of  small  play  area,  segregated  play  areas;  erosion 
control  work,  fencing,  new  plantings,  change  of  grade 


Committee  Recommendation: 


APPROVED 


Subject  to: 


/  /  Cv2A/Ct^<-j-j 


For  the  Committee: 


The  Arts  commission,  at  its  meeting  of 
Resolution  No. :   CD113-86-321 


Chairperson 

3  NOVEMBER  1986 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission: 


Director  of  Cultural  Affairs 


<IflI7il 

fnwi  ^B 

mm 

yde  Street 
3(9 

Mncisco.CA  94102 
558  3463 


\ 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION    FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of28  October  1986 , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION; 


COLERIDGE  STREET  PARK 


PHASE   III 


AGENDA  ITEM: 


PRESENTED  BY:   SHANNON  MALONEY,  DPW-BUREAU  OF  ENGINEERING 


ic  Feinslein 
N.  Isaacs 

:tor 

Imissioners 

;line  Nemerovski 
ent 

t  LiRocca 
iresident 

n  Alley 
'  Duncan 
on 
n  Piilerson 
lodriguez 
i^ne  C  Swig 
f  iaferro 
rt  Vedensky.  |r. 

CICIO  MEMBERS 
s  !nt5  of  the 
e'  ts  Museum, 
M  Commission. 
ni  g  Commission. 
:r  lion  and  Park 
"■  ission 


PROJECT  DECRIPTION; 


45  HYDE  STREET,  RM.  200 

SF,  CA  94102 

558-4816 


Creation  of  mini  park  with  seating,  sand  play  area,  climbing  boulders, 
walkway,  arbor  and  plantings'  irrigation. 


II 


Committee  Recommendation: 


APPROVED 


Subject  to; 


For  the  Committee 


jW^^i^^Cha 


irperson 


The  Arts  commission,  at  its  meeting  of   3  NOVEMBER  1986 
Resolution  No.:    CD113-86-  322 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission: 


Director  of  Cultural  Affairs 


i  Hyde  Street 

lite  319 

in  Francisco.  CA  94(02 

15  558  3463 


I 


innc  feinsteln 
WOR 

lire  N.  Isaacs 
[RECTOR 

)MMISSIONE.RS 
queline  Nemerovski 
sident 

l)etl  UiRocca 
e  President 

non  Alley 
'  Duncan 
on 

liam  Paterson 
er  Rodriguez 
■elyne  C.  Swig 
Taliaferro 
litri  Vedensky.  |r 

I DFFICIO  MEMBERS 
Piidents  of  tfie 
F  •  Arts  Museum. 
L  ary  Commission. 
P  ining  Commission. 
R  reation  and  Park 
C  -imission 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of28  October  1986  >J^^vi^wed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:  COMMUNITY  FACILITIES  BUILDING/ 


PHASE  III 


FATHER  BOEDDEKER  PARK 

PRESENTED  BY:  ROBERT  APPLETON,  DPW/BUREAU  OF  ARCHITECTUl^ I 


AGENDA  ITEM: 


PROJECT  DECRIPTION: 


45  HYDE  STREET,  SUITE  300 

S.F.  CA  94102 

x4527 


Construction  of  services  building  with  meeting  rooms,  storage,  public 
toilets  and  office  with  pavers,  and  tile  walls. 


Committee  Recommendation: 


APPROVED 


Subject  to: 


'  /'  /  V^/^1*/!.'' — >,  Chairperson 


For  the  Committee 


The  Arts  commission,  at  its  meeting  of_ 
Resolution  No. :   CD113-86-323 


3  NOVEMBER  1986 


approved  the  project  submission 


as  indicated  herein. 


^!!i^ 


so., 


For  the  Commission: 


Director  of  Cultural  Affairs 


Hyde  Street 

te  319 

1  Francisco.  CA  94102 

5  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOI^IMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  28  October  1986)reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION: 


SHARON  BUILDING  RESTORATION 


PHASE  I,  II 


nnp  Feinstein 
|iYOR 

lire  N  Isaacs 
tCTOR 

MMISSlONtRS 
]iirline  Nemerovski 
iident 

■en  L-iRocca 
President 

ion  Alley 

■I  Duncan 

,on 

Mm  Pfllerson 
T  Rodriguez 
elyne  C.  Swig 
'Taliaferro 
itri  Vedensky,  |r 

OFFICIO  MEMBERS 
•idents  of  Ifie 
Arts  Museum, 
iry  Commission, 
ning  Commission, 
eatlon  and  Park 
imlssion 


hr^ 


AGENDA  ITEM: 


PRESENTED  BY:  Berry  von  Hugen  Groth,  DPW-Bureau  of  Arch 


PROJECT  DECRIPTION; 


CONSTRUCTION  BUDGET:  $500,000 


45  Hyde  St.  #300 
S.F. ,  CA  94102 
558-4527 


Phase  III  of  rehabilitation,  exterior  sandstone  work,  extending 
height  of  balcony  rails,  new  plaque  at  fountain,  roof  ornaments, 
replace  planters,  cabinet  work  and  interior  mechanical  additions 


Committee  Recommendation; 


APPROVED 


Subject  to:   N/A 


For  the  Committee: 


l-l'^riLuc,^, 


Chairperson 


The  Arts  commission,  at  it^  meeting  of    3  NOVEMBER  1986 

CD113-86-324 


Resolution  No.: 

as  indicated  herein. 

For  the  Commission: 


approved  the  project  submission 


Director  of  Cultural  Affairs 


5  Hyde  Street 

jite  319 

sn  Frtincisco.  CA  94102 

15  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION    FORM 

The  Civic  Design  Conunittee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  28  October  1986, reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION: 


DOUGLAS  FIELDHOUSE  RENOVATION 


PHASE   I,  II 


AGENDA  ITEM: 


PRESENTED  BY:  BERRY  VON  HUGEN  GROTH,  DPW/BUR.  OF  ARCH, 


.vine  Feinslein 
AYOR 

.lire  N  Isaacs 
RECTOR 

OMMISSIONERS 
:queline  Nemerovski 
;sidenl 

bett  Li<Rocca 
e  President 

rnon  Alley 

V  Dunci^n 

on 

Mi<im  Pi\terson 
er  Rodriguez 
selyne  C  Swig 
/  Taliaferro 
nitri  Vedensky.  |r 

OFFICIO  MEMBERS 
sidenis  of  the 
'  Arts  Museum, 
■ary  Commission, 
nning  Commission, 
'treatlon  and  Park 
■nmission 


PROJECT  DECRIPTION: 


CONSTRUCTION  BUDGET:   $125,000 


45  HYDE  ST. ,  #300 
S.F.,  CA  94102 
558-4527 


Remodeling  of  existing  building,  rearrange  interior  partitions 
and  bathrooms;  creation  of  two  patios;  removal  of  blind  stairs 
and  new  roof,  floor  tiles  and  painting. 


^  ^^^\ 


Committee    Recommendation; 


APPRO  VF.D 


Subject    to:  art    ENRTCHMKNT 


it  tee:      /<A<t^^.    ///v^i^Xiula     ,  Chairperson 


For  the  Commi 

The  Arts  commission,  at  it's  meeting  of     3  NOVEMBER  1986 

Resolution  No. ;    CD113-86-325 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission: 


Director  of  Cultural  Affairs 


Hyde  Street 

e3l9 

Francisco.  CA  94102 

558  3463 


» 


ne  Feiiistein 
OR 

le  N  Isaacs 
ICTOR 

MMISSIONERS 

I  (dine  Nemerovski 
dent 

|r(  LflRocca 
President 

|)n  Aliey 
;  ly  Duncan 
son 

m  Palerson 

Rodriguez 

yne  C  Swig 

(liaferro 

i  Vedensky.  )r 

I  FICIO  MEMBERS 
■  lents  of  the 
Hitls  Museum. 
!W/  Commission. 
M  ng  Commission, 
K  ^tion  and  Park 
'I  lission 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION    FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of28  October  1986 , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:   NORTHERN  POLICE  STATION  RENOVATION 


PHASE 


1125  FILLMORE  AND  TURK  STREETS 

PRESENTED  BY:  MARK  PRIMEAU,  DPW/BUREAU  OF  ARCHITECTURE 


AGENDA  ITEM: 


45  HYDE  ST,  SUITE  300 
S.F.,  CA  94102  -  558-4527 


PROJECT  DECRIPTION; 


CONSTRUCTION  BUDGET  :  $1.9  MILLION 


Construction  of  renovation  in  building  on    1^  acre  site,  18,000 
square  feet,  at  Turk,  Fillmore  and  Steiner  Streets.   Refueling 
station,  parking,  plantings,  and  exterior  fencing.   Complete 
adaptative  use  of  building  to  Police  and  Community  purposes,  interior, 
Renovation  of  exterior  design  in  stucco  and  tile. 


Committee  Recommendation:    APPROVED 
OF  COLRS  FROM  DARK  TO  ,  LIGHT 


Subject  to: 


SOFTENING 


/■  I ^'^^^rzynAM><^   ,Chairperi 


For  the  Committee:   /"-ViLrt^r^  /•   / 'V&'/u/U/k^  , Chairperson 

The  Arts  commission,  at  its  meeting  of  3  NOVEMBER  1986 » 

Resolution  No.:  CD113-86- 326 approved  the  project  submission 

as  indicated  herein. 

For  the  Commission:  ,  '  .       ' 


Director  of  Cultural  Affairs 


KIO.  30 
^  I 

,z/za/g  6 


DOCUMENTS  DEP7. 


AUG  8 


1988 


i  Hyde  Street 

lite  319 

n  Francisco,  CA  94102 

5  558  3463 


CIVIC  DESIGN  COMMITTEE  MEETING 

DECEMBER  22,  1986 

3:00  p.m.   MAIN  LIBARY,  THIRD  FLOOR 


AYOR 

anne  Feinstein 


AGENDA 


OMMISSIONERS 

cqueiine  Nemerovski 
esident 

Dbert  LaRocca 
ce  President 

!rnon  Alley 
Tiothy  Duncan 
jinley  Eichelbaum 
Hanson 
illiam  Paterson 
1  na-Marie  B.  Metwally 
>  orge  T.  Rockrise 
Itar  Rodriguez 
I      vne  C.  Swig 
i        \.  Warburg 

lOFFICIO  MEMBERS 

F  sidents  of  the 
Fe  Arts  Museum, 
L'ary  Commission, 
Pining  Commission, 
Rreation  and  Park 
Cnmission 


PHASE (S) 


Submissions  by  the  Recreation  &  Parks  Department 

I.   S.F.  Senior  Center  Roof  Modification/ 
Phil  Arnold 

Submissions  by  DPW/Bureau  of  Engineering 

II.   Seward  Street  Mini-Park  Rehab./ 
Shannon  Maloney 

III.   Alta  Plaza  Rehab. /Shannon  Maloney 

IV.   Hunter's  Point  Center  Rehab . /Shannon  Maloney 


D  ECTOR 

C  re  N.  Isaacs 


A70, 30 


15  Hyde  Street 

lliite  310 

Ian  Francisco.  CA  94102 

US  558  3463 


DOCUMENTS  DEPT. 
^AN  hKAl\ICI8Q0 


^      CIVIC   DESIGN    COMMITTEE 

•^-  — — 

'^  ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of  -"  12-22-86    , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:   Facade/350  Sutter  Street 


PHASEI,  II,  III 


li.iimr  Iclnstcin 
AAYOR 

l,iiic  N  Isciacs 
'IRLCTOR 

OMMISSIONtRS 
cqi/r-line  Nemerovski 
esident 

?bcrl  L;\Rocca 
ce  President 

■toon  Alley 
m^  '■"  Ouncan 

n 
ill..    .  I'flterson 
■icr  Rodriguez 
isdvne  C  Swig 
y  T,ili,iferto 
nilri  Vedensky.  |r. 

OFFICIO  MtMBtRS 
?sidents  o(  the 
le  Arts  Museum, 
ir.iry  Commission, 
■nning  Commission, 
election  <ind  Park 

mniission 


AGENDA  ITEM:   ^^  ^^^-       PRESENTED  BY:    ^^^^  S^°"  ^""^   Associates 


PROJECT  DECRIPTION: 


Change  of  existing  facade  to  utilizatin  of  brushed  aluminum 
across  the  top  and  bottom  of  storefront;  removal  of  existing 
black  terrazzo;  use  of  diagonal  glass  with  single-door  entry; 
closed,  scallopped-edged  soffit.   Removal  of  window  bars. 


^i  ^^\ 


Committee  Recommendation:   approved 


Subject  to: 


For  the  Committee: 


V.  A=^rV^M.<,,tx-^  , 


The  Arts  commission,  at  its  meeting  of 
Resolution  No. :     Cdl5-87-116 


Chairperson 

^  Januriry  1987 


approved  the  project  submissici 


as  indicated  herein. 
For  the  Commission: 


Director  of  Cultural  Affairs 


5  Hyde  Street 

lite  3iq 

in  rr,iiicl<;co.CA  94102 

15  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMiMENDATION    FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  of    12-22-86     , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:  S.F.  Senior  Center  Roof  Modification   PHASE   I 


AGENDA  ITEM: 


PRESENTED  BY; 


Phil  Arnold,  Rec  and  Park 


l.innr  I  riristclM 
lAYOR 

.ilir  N   U.>.1CS 
IRtCTOR 

DMMISSIONtRS 
xitirline  Nemerovskl 
?siden( 

iibcil  t.iRocca 
i:e  President 

rnon  Alley 
nolhy  Duncfln 
,.  H.itison 

('•oleison 
.)dtiguez 
■^clync  C  Swig 
1 1  T.ill.ifcrto 
liilri  Vedensky.  |f. 

lOrriCIOMEMBtRS 
f  sIdcnK  o(  the 
f  ■  Atls  Museum. 
I  .iiy  Commission. 
r  inlnq;  Commission. 
y  le.ilion  ,ind  Park 
C  iimlssion 


PROJECT  DECRIPTION: 

Modification  of  roof  at  Senior  center  due  to  recent  roof  leakage. 
Approval  requested  for  temporary  design  to  prevent  leaking  until 
full  funding  for  project  has  been  received.   Roof line  and  the 
placement  of  electrical  and  mechanical  equipment  remains  the  same. 
The  exteriorf acade  will  retain  the  same  design  except  for  the 
substitution  of  stucco-colored  wood  for  the  original  plaster  facade, 


Committee  Recommendation: 


apprnvpH 


Subject  to: 


/3jlruui^      /]    / ^yAt^lJ^heJj^I^e 


For  the  Committee:    /  «c-fcVT*\y^   /.  /  '^7!*-^»'*i-l-l»ft«AJ:j2.erson 
The  Arts  commission,  at  its  meeting  of  5  January  1987 

Resolution  No.  :     CC15-87-105 approved  the  project  submission 

as  indicated  herein. 


ft.1 


For  the  Commission; 


Director  of  Cultural  Affairs 


5  Hyde  Street 

(tile  319 

,111  Fr.mclsco.CA  94102 

lis  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 

meeting  of    12-22-86 , reviewed  the  following  project  and  recommends 

action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:     Seward  Street  Mini-Park  Rehab.       niASE       ^ 


AGENDA  ITEM:  ^^ 


PRESENTED  BY: 


Ed  Jianelli 


i.lMiir  rciiistcin 
1AYOR 

mtcioR 

OMMISSIONIRS 
ic(|irrliiie  NemerovskI 
I  esideni 

iibnt  l.iRoccii 
ce  I'lesltlcnt 

•tnon  Alley 
iiotliy  Duncan 
i'  Han>;on 

■1  Ptilerson 
^odiigiin 
)sclyiic  C  Swig 
y  T.ilirifcrro 
nltrl  Vedensky.  )r. 

OrnciO  MEMBERS 
"ildenl!;  r)f  (lie 
r  Alls  Museum. 
r.iiy  Corninlssion. 
nnluc"  Commission. 
cicAllon  ,ind  Park 
'  nimlssion 


PROJECT  DECRIPTION; 


Rehab  of  park  to  address  areas  of  deterioration  and  community 
concerns  regarding  maintenance  of  the  park.   Use  of  cast-concrete 
slides  for  children  and  conservation  of  retaining  wall  with 
friezes  done  by  artist  Ruth  Asawa.   Relocation  of  sand  play  area 
tothe  foot  of  slide.   Relocation  of  access  point  area  adjacent 
to  slide  to  preven  erosion.   Removal  of  wooden  portals;  to  be 
replaced  with  metal  portals.   Replanting  of  eroded  areas. 
Possibility  of  removing  access  road  to  park  off  of  private 
property.   Possibility  mof  modifying  (increasing)  lighting. 


Committee  Recommendation: approved 


Subject  to: 


For  the  Committee 


.  ("^TfrAyt^^i^*^^         , 


Chairperson 


The  Arts  commission,  at  its  meeting  of 5  January  1987 

Resolution  No. :    CC15-87-106 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission: 


Director  of  Cultural  Affairs 


Mydc  Street 

Ft.nKlsco.CA  94102 
558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The   Civic   Design   Coimnittee   of    the    San  Francisco  ARts   Commission,    at   its 


meeting  of 


12-22-86 


, reviewed  the  following  project  and  recoimnends 


action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION: 


Alta  Plaza  Playground  Rehab, 


PHASE 


AGENDA  ITEM: 


III 


PRESENTED  BY: 


Cheryl  Navaras 


nr  IrlitMlcIn 
OR 

e  N  l^c^flcs 
CTOR 

IMISSIONtRS 
jeliiie  NemefovskI 
cleni 

•II  l.iRocca 
President 

an  Alley 
•hy  Duncan 

>•    "ilrr'ion 
Igue/ 
.  C  Swig 
WIcifrito 
r  rl  Vedensky,  |r. 

K  rriClO  MEMBtRS 
r'  -Inils  of  Ihc 
"  \rl5  Mii5CUrii. 
I"  y  ConiTnlsslon, 
I*  iiij?  Commission. 
e".Tlioii  .ind  Piitk 
O  iilssion 


PROJECT  DECRIPTION; 


Renovation  of  park  and  play  equipment.  Containment  for  sand  play  area; 
addition  of  a  drinking  fountain  and  repaving  of  basketball  court. 
Paving  to  provide  18"  and  12"  seatwalls.   Repaving  of  area  and 
addition  of  bricks  around  the  perimeter  of  the  east  edge. 

Budget:  $185,000. 

Committee  Recommendation:  Request  that  the  play  equipment  be  "sized" 
to  users;  division  of  play  areas  by  age  groups.  Fencing  of  sand  area 
around  the  tot  lot  area.  Proposed  materials  to  be  presented  at  Phse  II. 


Committee  Recommendation:   approved 


Subject  to: 


see  above 


For  the  Committee: 


/  / cV-^A^ix<,^<— ,  Chairperson 


The  Arts  commission,  at  its  meeting  of 

Resolution  No.:  CClS-Sy-tO? 


5  January  1987 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission: 


Director  of  Cultural  Affairs 


COMMISSION 
^SANritANCISCO 


Hyclf?  SIreel 
c3l9 

ft.iMclsco.CA  94102 
558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION    FORM 

The  Civic  Design  CoininitLee  of  the  San  Francisco  ARts  Commission,  at  its 

meeting  of   12-22-86 , reviewed  the  following  project  and  recommends 

action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:    Hunter's  Point  Center  Rehab 


PIL/VSE 


AGENDA  ITEM: 


IV      PRESENTED  BY; 


John  Thomas 


inr  felnsteln 

■on 

r  N  K.1.1CS 
.CIOR 

/IMISSIONtRS 
upline  Nemerovskl 
(Icnl 

It  L.xRocca 
PfesidenI 

on  Alley 
tliy  Duncan 
^nson 
"•'  r.iletson 
dtigiie? 
fe  C  Swig 
Wlnlcrro 
ti  Vedensky,  |r 

TFICIO  Mf  MBtRS 
dcnl;;  o(  the 
Arts  Museum. 

y  Commission. 

In.t;  Commission. 

■ollon  ,ind  Park 

iilsslon 


PROJECT  DECRIPTION: 


Rehab,  of  play  area  and  Milton  Myers  Community  center. 

Plans  call  for  maximization  of  play  area;  south  side  play  area  is 
for  pre-school  children;  north  side  is  for  older  children.   Play, 
equipment  will  include  laddrs,  swings,  chutes  and  a  12'  high 
play  house,  log  rolls,  rings,  see-saws  and  a  fire  pole. 

Community  Center  is  on  South  Side,  pre-school  area  is  closest  to 
building. 

Foliage:  pink  melaleuca,  pride  ofmadeira  on  east  side;  New  Zealand 
Tea-tree  on  the  west  perimeter.   Two  raised  planters  with  seating 
will  be  placed  on  south  side;  eucalyptus  trees  will  be  planted  on 
North  Side. 

Committee  Recommendation:  To  use  acacia  and  cianothis   rather 
than  Pride  of  Madeira  which  is  more  fragile. 


J 


Committee  Recommendation: 


approved 


Subject  to: 


see  above 


For  the  Committee:  / \J2,^^^.£^  ( -   /W"z.Axu-i..-«^>j Chairperson 

The  Arts  commission,  at  its  meeting  of 5  January  1987 , 

Resolution  No.  :    CC15-87-108 approved  the  project  submission 

as  indicated  herein. 

For  the  Commission:  ,".''  ..    '  '  ' 


Director  of  Cultural  Affairs 


,  J 


MO. 30 


Hyde  Street 
e  319 

Francisco,  CA  94102 
558  3463 


DOCUIVIENTS  DEFT. 

AUG  3     )SBa 

San  FRANCiJaCO 
PUBLIC  LIRPAPv 


CIVIC  DESIGN  COMMITTEE  MEETING 
20  JANUARY  1987   3:00  p.m. 
THIRD  FLOOR  COMMISSIONERS  ROOM 
MAIN  LIBRARY,  CIVIC  CENTER 


OR 
ine  Feinstein 


>/«MISSIONERS 

ueline  Nemerovski 
ident 

ert  LaRocca 
President 

ion  Alley 

>thy  Duncan 

ey  Eichelbaum 

anson 

am  Paterson 

Marie  B.  Metwally 
■ge  T.  Rockrise 
r  Rodriguez 
[lyne  C.  Swig 
'M.  Warburg 

FFICIO  MEMBERS 

dents  of  the 
Arts  Museum, 
j'y  Commission, 
■  ling  Commission, 
Station  and  Park 
0  Tiission 


IICTOR 
la-  N.  Isaacs 


AGENDA 


PRIVATE  SUBMISSIONS 


I.   Avis  Signage  at  Kearny  Street/ 
William  Klenck 


PHASE (S) 


I,  II,  III 


II.   Maiden  Lane  Closure/Orvis  San  Francisco/   III 
Michael  Chamberlain 

SUBMISSIONS  BY  PUBLIC  UTILITIES  COMMISSION 

III.   Replacement  of  Street  Lighting  on         I 
Van  Ness  Avenue  between  Market  and 
North  Point/Lynn  Pio 

SUBMISSIONS  BY  DPW/BUREAU  OF  ARCHITECTURE 

IV.   101  Grove  Street/Handicapped  Ramp/        III 
Steve  Dobbs 

SUBMISSIONS  BY  DPW/BUREAU  OF  ENGINEERING 

V\    Civic  Center  Lighting/Shannon  Maloney  (review  only) 

ITEMS  FOR  DISCUSSION  ONLY 

Discussion  of  Academy  of  Science  Restoration 
Project 


de  Street 

119 

inclsco.CA  94102 

>8  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 


DOCUMENTS  DEPT. 

AUG.^     1988 

SAIM  FRANCISCO 
^'UBLIC  LIRRAPV 


The  Civic  Design  Conunittee  of  the  San  Francisco  A.rts  Commission,  at  its 

meeting  of   1-20-87 , reviewed  the  following  project  and  recommends 

action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


feinstein 


I  Isaacs 
OR 

ISSIONtRS 
ine  Nemerovski 
nt 

L\Rocca 
rsident 

\lley 
i  Duncan 

'1  .'atetson 

|)driguez 
e  C.  Swig 
ferro 
ijedensky,  |r. 

:iO  MEMBERS 

Its  of  the 

.  Museum. 

Commission, 
ll  Commission, 
e  on  and  Park 
m  sion 


PROJECT  SUBMISSION: 


AVIS  SIGNAGE  QKEARNEY  STREET 


PHASE^'  I^'  m 


AGENDA  ITEM: 


PRESENTED  BY:  William  Klenck,  District  Manager 
'     bib   Post  Street,  S.F.,  CA  y410y 


PROJECT  DECRIPTION; 


O'^ 


Addition  of  Signage  by  reducing  number  of 
signs  and  installation  of  a  new  sign  using  only 

"AVIS"  trademark,  45  X  73" 


Committee  Recommendation: 


APPROVED 


...,ffU(^^ . 


Subject  to: 


For  the  Committee:  /  VT^HJ  I  Pff  /  V^^^  .Chairperson 
The  Arts  commission,  'at  its  meeting'^of  2  February  1987 
Resolution  No. :   CC22-87- 


approved  the  project  submission 


as  indicated  herein 
For  the  Commission: 


C,rr\    ---■:-■■■'  V-V-    r'-rrr."  T--^'-^-^  ' 
Dirfector,  of'.  Cultiiral  Affairs 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

Ihe  Civic  Design  Committee  of  the  San  Francisco  A.rts  Commission,  at  its 

meeting  of   1-20-87 .reviewed  the  following  project  and  recoimnends 

action  to  the  Conmiission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:     MAIDEN  LANE  CLOSURE 


PHASE 


III 


AGENDA  ITEM: 


PRESENTED  BY; 


MICHAEL  CHAMBERLAIN 


ORVIS  SAN  FRANCISCO 


PROJECT  DECRIPTION; 


GATES  AND  LIGHTS  ON  MAIDEN  LANE 
REPLACING  CHAIN. 


Committee  Recommendation:    APPROVED 


For  the  Committee -/JytS^ /j^^  , 

The  Arts  commission,  at  its  meeting  of  2  F( 


Subject  to: 


For 
The 
Resolution  No. : 


Chairperson 
February  1987 


CC22-87- 


approved  the  project  submission 


as  indicated  herein. 


For  the  Commission: 


-/;-'... 


■-/-■  r\- 


-.-^-^<,<^*<— - 


Director  of  Cultural  Affairs 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  CoirunitUee  of  the  San  Francisco  A.rts  Coimnission,  at  its 

meeting  of   i-20-87 ,  reviewed  the  following  project  and  recoimnends 

action  to  the  Cmnmission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:     STREET  LIGHTING  ON  VAN  NESS  AVENUE  pi^/VSE   ^ 


AGENDA  ITEM; 


FROM  VAN  NESS  AVENUE  TO  MARKEI 
TO  NORTHPOINT 
PRESENTED  BY:      LYNN  PIO/PUC 


PROJECT  DECRIPTION: 


Poles  from  1915  deteriorating  and  in  need  of  replacement  by  Hetch 
Hetchy.   Proposal  is  to  recast  poles  in  steel  and  ornamentation 
while  raising  height,  renewing  wires  and  use  of  different  lamps. 
Will  make  possible  removal  of  some  Muni  possible. 


Committee  Recommendation:    APPROVED 

maintaining  of  orJ^inaJ-  bi.ue 
For  the  Committee 


Subject  to: 


fold  color 


The  Arts  conmiissiori,  'at  its  meeting  of  2  February  1987 , 

Resolution  No.  :    CC22-87- appi-oved  i:he  project  submission 


as  indicated  herein. 
For  the  Commission: 


Director  of  Cultiital  Affairs 


CIVIC    DESIGN 


COMMITTEE 


ACTION  RECOMMENDATION  FOl^l 

The  Civic  Design  Committee  of  the  San  Francisco  AJfts  Commission,  at  its 

meeting  oJ   1-20-87 , reviewed  the  following  project  and  recoimnends 

action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION; 


101  GROVE  STREET,  HANDICAPPED  RAMP  ^^^^^ 


III 


AGENDA  ITEM: 


PRESENTED  BY: 


STEVE  DOBBS/DPW  ARCHITECTURE 


PROJECT  DECRIPTION; 


N   0 


SHOW 


^ 

J 
? 


Coimiiittee    Recommendation:  APPROVED 


Subject  to: 


For  the  Committee: 


.Chairperson 


The  Arts  commission,  dt  its  meeting  of  2  February  1987 
Resolution  No. :    CC22-87- 


approved  the  project  submission 


as  indicated  herein. 


For  the  Commission: 


-'3'^ 


'.-1^-  jjf'iri  ■'^^  " 


Dire dt"d r'  o f  -  Gu Itur al  Affairs 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

e  Street 

9  The   Civic   Design  Conuiiittee   of    the    San   Francisco  AJts   Commission,    at   its 

Kisco.CA  94102 

3  3463       meeting  of   1-20-87 , reviewed  the  following  project  and  recommends 

action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:   CIVIC  CENTER  LIGHTING 


PHASE    REVIEW  ONLY 


AGENDA  ITEM: 


2SENTED  BY:    Shannon  Maloney/DPW  Engineering 


PRESEN 


PROJECT  DECRIPTION; 

Review  of  lighting  schemes  for  Civic  Center  Plaza  flag  poles  on  interim 
basis  similar  to  lights  at  Brooks  Hall  entrance  roadway.   Coimnittee 
understands  this  is  a  temporary  solution  in  lieu  of  funds  for  full 
restoration/renewal  of  Plaza  area,  urging  use  of  best  possible  quality 
fixutres  in  terms  of  streamlined  design  and  materials;  they  should  be 
painted  white  with  poles. 


Committee  Recommendation! 


For  the  Committee 


Subject  to: 


, Chairperson 


The  Arts  commission,  at  its  Weting  of  2  February  1987 
Resolution  No. :   CC22-87- 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission: 


Director  of  Cultural  Affairs 


de  Street 

(19 

viclsco.CA  94102 

58  3463 


CIVIC    DESIGN 


COMMITTEE 


ACTION  RECOMI^IENDATION  FORM 

The  Civic  Design  Coimiiittee  of  the  San  Francisco  A.rts  Commission,  at  its 

meeting  of   1-20-87 , reviewed  the  following  project  and  recommends 

action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION: 


ACADEMY  OF  SCIENCE  RESTORATION 


PHASE   REVIEW 


AGENDA  ITEM: 


PRESENTED  BY:   Raymond  Clary/Citizen  (letter) 


*  reiiislcin 
R 

TOR 

MSSIONtRS 
line  Nemerovski 
nt 

LflRoccfl 

iSident 

1 

i  Alley 

!1  Duncan 
on 
It        "'ion 
ll       'Si'pz 
(e  C.Swig 
%iferro 
icdensky,  |r. 

ICIO  MEMBERS 
teits  of  the 
Ai  Museum. 
ii;!oinmlssion. 
li  Commission, 
ei  on  iind  Park 
in  sion 


PROJECT  PECRIPTION; 


Have  reviewed  letter  and  will  look  at  design  when  submitted  to  CDC. 


Committee  Recommendation: 

For  the  Conmiittee: 
The  Arts  commission 
Resolution  No.:   CC22-87- 


Subject  to: 


Chairperson 


February  1987 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission: 


Director  of  Cultural  Affairs 


A70. 30 
tlnlin 


DOCUMENTS  DEPT. 

AUG  8     1S83 
San  FKANcitjco 

PUBLIC   HbKARY 


5  Hyde  Street 

jite  319 

an  Francisco,  CA  94102 

15  558  3463 


CIVIC  DESIGN  COMMITTEE 
17  FEBRUARY  1987 
MAIN  LIBRARY,  THIRD  F]  .00 
3:00  p.m  -  5:00  p.m. 


tAYOR 

ianne  Feinstein 


E      N      D      A 


'OMMISSIONERS 

cqueline  Nemerovski 
esident 

)bert  LaRocca 
ce  President 

■rnon  Alley 

Tiothy  Duncan 

inley  Eichelbaum 
Hanson 

illiam  Paterson 
.  na-Marie  B.  Metwally 
(■orge  T.  Rockrise 
Iter  Rodriguez 
'  selyne  C.  Swig 
ix  M.  Warburg 


PRIVATE  SUBMISSIONS 


II. 


rt/Wv^Construction/Harding  Park  Clubhouse  Deck/ 
Michael  Britting 

Continental  Airlines/Conversion  of  PSA  Hanger 
at  SFO  to  Continental  Cargo  Facility /Arvind  Iyer 


I  OFFICIO  MEMBERS 

I  sidents  of  the  ^ 

fe  Arts  Museum,        '^  ^ 

I  rary  Commission,       / 

F  nning  Commission,  *>.  C  t,^ 

S.reation  and  Park     [J  ^ 

Cnmission 


SUBMISSIONS   BY   DPW/BUREAU   OF   ENGINEERING 


f 


Oceanview  Playground  Rehab . /Shannon  Maloney 
Great  Highway  Seawall  Promenade/Ed  Janelli 


PHASE (S) 


I,  II,  III 


I,  II 


II,  III 


V.   Midtown  Terrace  Playground  Rehab . /Shannon  Maloney  III 


C'.ECTOR 
Cire  N.  Isaacs 


SUBMISSIONS  BY  DPW/BUREAU  OF  ARCHITECTURE 

VI.   Douglas  Fieldhouse  Renovation/Berry  von 
Hug en  Groth 

VII.   Relocation  of  Northern  Stationto  1125  Fillmore/ 
Mark  Primeau 


III 


II 


SUBMISSIONS  BY  PUBLIC  UTILITIES  COMMISSION 


..1- 


t,,^   ViTl.   Civic  Center  Lighting/Joe  De  Graca 

^  IX\   Millbrae  Headquarters  Facility/Autoshop/ 
Warehouse  Replacement 


^0 


I 
I,  II 


"^^^ 


A70,'2jD 


Hyde  Street 

e3l9 

Francisco.  CA  94102 

558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 


DOCUMEivTS  DEPT. 

AUGC)     1S83 

SAN  KKHiMCJsxjQ 
PUBLIC  UiRP'^«^v 


The  Civic  Design  Committee  of  the  San  Francisco- ARts  Commission,  at  its 

meeting  of  2-11-Sl , reviewed  the  following  project  and  recommends 

action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


ne  Feinstein 
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3r(  LaRocca 
cPfesldent 

;  )n  Alley 
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m  Patetson 
:i  Rodriguez 
T  yne  C,  Swig 
(J  iliaferro 
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(    riCIO  MEMBERS 
e  Icnis  o(  the 
mats  Museum, 
bi  y  Commission, 
*  ng  Commission, 
e«  ation  and  Park 
omission 


?l^ 


PROJECT  SUBMISSION:  M  J  B  Construction/HardingPark 


PHASE  I, II,  III 


AGENDA  ITEM: 


PROJECT  DECRIPTION: 


PRESENTED  BY;   Michael  J.  Britting/MJB  Construction 
P.O.  Box  27,  San  Rafael,  CA  94902 


Rehabilitation  of  interior  and  addition 

of  deck  at  back  of  building  with  stair  access 

to  restaurant. 


Committee  Recommendation: 


APPROVED 


Subject  to: 


For  the  Committee:  /   ^UC-ru^,     /  /''•^^'^^'^''^*^'-1-Chairperson 
The  Arts  commission,  at  its  meeting  of   2  March  1987 
Resolution  No.:  32-87-171 


approved  the  project  submi:;;sl)n 


as  indicated  herein. 
For  the  Commission: 


.^ 


<;^ 


^ 


iU:^ 


./ 


ff-...-. 


Diriac.t:£»r; , of .  Cultural  Affairs 


COMMISSION   , 

f  SAN  rtiANdsct) 


Hyde  Street 

e3l9 

Francisco,  CA  94102 

558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 

meeting  of  2-17-87 , reviewed  the  following  project  and  recommends 

action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may- 
be noted. 


PROJECT  SUBMISSION: 


Continental  Airlines 


PHASE  I,  II 


AGENDA  ITEM: 


PRESENTED  BY:   Arvind  Iyer,  Architect 


inr  fcinslciii 
fOR 

rp  N  Kcidcs 
ICTOR 

MMISSIONtRS 
Hieliiie  Nemerovski 
.idem 

cit  (.■'Rocca 
President 

■on  Alley 
ilhy  Dunci»n 
flnson 
im  Pi>teison 

I  r  Rodriguez 

■ne  C  Swig 
,    .iflferro 
lii  Vedensky.  |r 

KrriCIO  MEMBERS 

II  Icnis  o(  (lie 

^  Wt5  Museum. 
'      '  nmmission. 

.',  Commission. 
e  ollon  And  Park 
*  nission 


Leo  Daly  Architects,  45  Maiden  Lane ,  SF94l(i; 


PROJECT  DECRIPTION: 


Conversion  of  PSA  hangar  to  shipping  facility 
by  moving  a  small  building  and  adding  a  loading 
dock;  adding  trees  and  leaving  color  same. 
Office  area  to  be  added  inside  building. 


Committee  Recommendation; 


APPROVED 


Subject  to: 


For  the  Committee: 


'X/^:^'^'*rChair  per 


person 


The  Arts  commission,  at  its  meeting  of   2  March  1987 
Resolution  No.:  32-87-  172 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission: 


•■•  /■-  ■'■■-■■■■ 


fT'..:'^ 


Dir'e'atjOr;;;,Qf ,.Cnl tural  Affairs 


COMMISSION 
SAN  rtlANClSCO 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

lyde  Street 

;3i9  The  Civic  Design  Committee  of  the  San  Francisco  ARts  Coimnissionj  at  its 

Fr,incisco.CA94l02 

558  3463       meeting  of  2-17-87 ,  reviewed  the  following  project  and  recommends 

action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION;   Midtown  Terrace  Playground  Rehab 


PHASE   III 


AGENDA  ITEM: 


PRESENTED  BY; Shannon  Maloney,  DPW  Engineering 


MO  fcinslcin 
OK 

c  N  Kd.ncs 
,CTOR 

-IMISSIONtRS 
leliiie  NemerovskI 
dent 

'It  l.iRocca 
Ptesidcut 

)n  Alley 

ihy  Duncan 

inson 

m  Pfllerson 
:  Rodriguez 

v/ne  C.  Swig 
ilfllerro 
• '  Vedensky.  |r. 

I  IICIO  MEMBERS 
e  cnis  of  Ihc 
M  Its  Museum. 
w  '  Commission. 
W  ig  Commission. 
«  itlon  And  Park 
*  lisslon 


45  Hyde  Street,  Room  200 


PROJECT  DECRIPTIONi 


Working  drawings  of  rehabilitation/enlargement 
of  existing  playground,  by  addition  of  seating, 
walls,  stairs,  structures  for  play  and  plantings. 


Committee  Recommendation: 


APPROVED 


Subject  to: 


For  the  Committee; 


ku^ 


"7T_/_W^?*tChai 


irperson 


The  Arts  commission,  at  its  meeting  of   2  March  1987 
Resolution  No.:  32-87-173 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission: 


«*"•''  I''  HI  ■(         t 'l      Im.I     .Mil    "'■'    '.'^  «•'     ff^JJWK 


D i r'-^&Cipr;.;jpJ^,:QjJLl t.ur al  Af f airs 


^•►r^^! 


COMMISSION 
f  SAN  FRANCISCO 


Hyde  Street 
e3l9 

Francisco.  CA  94102 
1  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Commission,  at  its 

meeting  of  2-17-87 , reviewed  the  following  project  and  recommends 

action  to  tlie  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:    Douglas  Fieldhouse  Renovation 


PILASE 


III 


AGENDA  ITEM: 


'iiir  feinstcin 
YOR 

le  N  Isaacs 
ICIOR 

•IMISSIONtRS 
I  upline  NemerovskI 
I'deni 

f  Ml  LaRocca 
I  President 

i  3n  Alley 
I  Ihy  Duncan 
»  mson 
V  ni  Paleison 
't  Roddguez 
"  vne  C  Swig 
i.ifctro 
1  Vedensky.  )r 

X  nciO  MEMBERS 
nls  ol  (he 
IS  Museum, 

"I  '  Commission, 

*'  ig  Commission. 

?c  illon  and  Park 

31  lisslon 


PRESENTED  BY:    Berry  von  Hugen  Groth,  Architect 
DPW  Bureau  of  Archxcecture 
45  Hyde  Street,  Room  200 


PROJECT  DECRIPTION: 


Building  of  two  (2)  outdoor  terraces  and  handicapped 
access  and  opening  up  of  interior  space. 


Committee  Recommendation i 


APPROVED 


Subject  to: 


For  the  Committee: 


/.  (jd^-'r^^^^^k.c^     ,  Chairper 


son 


The  Arts  commission,  at  its  meeting  of   2  March  1987 
Resolution  No.:  32-87-174 


approved  the  project  submission 


as  indicated  herein. 
For  the  Coimnission; 


Dir'eaCOr; ,;of . Cultural  Affairs 


COMMISSION 
P  SAN  rHANClSCO 


Hyde  Street 
te3l9 

iFrfliiclsco.CA94l02 
j  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Coimnission,  at  its 

meeting  of  2-17-87 , reviewed  the  following  project  and  recommends 

action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:   Relocation  of  Northern  Station 


PtlASE 


II 


AGENDA  ITEM:    7 


PRESENTED  BY: 


■  inr  rciiislcin 
(OR 

i  e  N  Kfl.KS 
|.CTOR 

i /\MISSIONtRS 
»  iclitie  NemetovskI 
li  dent 

|i  Ml  l.iRocca 
R  President 

k  5n  Alley 
Hi  Ihy  Duncfln 
0  mson 
V  m  P>>terson 
*  Rodriguez 
ne  C.  Swig 
/i.iferro 
"   Vedensky.  |r. 

-  nCIO  MEMBERS 
'     nis  o(  the 
iK  Museum. 
Commission. 
.;  Commission, 
:<■  nion  ,ind  Pflrk 
V  lission 


Mark  Primeau,  DPW  Bureau  of  Architecture 
4i>  Hyde  Street,  ROOm  300 


PROJECT  DECRIPTION: 


Renovation  of  building  and  grounds  to  police  station 
use,  adding  fences,  islands,  trees,  changing  facade 
and  interior.   Exterior  to  be  tile  and  stucco. 


I 


Committee  Recommendation: DISAPPROVED Subject  to:  restudy  of 

stucco  cornice/facade  des-ign  and  ^elevations  of  exterior  including  lighting  and. 


For  the  Committee: 


/,   -/<^^-2-^<^^i;Ai 


rperson 


The  Arts  commission,  at  its  meeting  of   2  March  1987 
Resolution  No.:  32-87-175 


approved  the  project  submission 


as  indicated  herein. 
For  the  Commission 


-i?^ 


^' 


Dir^at0^.i,Qi.^Ciil tiral'  Af fairs  ' 


45  Hyde  Street 

Suite  319 

San  Francisco,  CA  94102 

415   558  3463 


DOCUMENTS  DEPT. 

MAR  19 1987 

SAN    KRANCiSUO 
PUBLIC   LIBRARY 

CIVIC   DESIGN   COMMITTEE  MEETING 
TUESDAY,    24th  MAg.CH,    1987 
3:00-5:00  p.m.        '' 
MAIN  LIBRARY,    CIVIC    CENTER 
THIRD   FLOOR  COMISSIONERS   ROOM 


MAYOR 
Dianne  Feinstein 


COMMISSIONERS 

Jacqueline  Nemerovski 
President 

Robert  LaRocca 
Vice  President 

Vernon  Alley 
Timothy  Duncan 
Stanley  Eichelbaum 
Jo  Hanson 
William  Paterson 
Anna-Marie  B.  Metwally 
George  T.  Rockrise 
Peter  Rodriguez 
Roselyne  C.  Swig 
Felix  M.  Warburg 

EX  OFFICIO  MEMBERS 

Presidents  of  the 
Fine  Arts  Museum, 
Library  Commission, 
Planning  Commission, 
Recreation  and  Park 
Commission 


)IRECTOR 
'.laire  N.  Isaacs 


AGENDA 


PRIVATE  SUBMISSIONS 


II, 


Gordon  Chong   &  Associates/Father  Boedekker  Park 
Richard  Osborne 

Sprankle,  Lynd  &  Sprague/Exterior  Renovation  and 
Landscaping,  Airport  Hilton/Gary  Frye 


III.   Uptown  Parking  Corp. /Sutter-Stockton  Garage  Storefront 
Renovations 

IV.   Uptown  Parking  Corp. /Sutter-Stockton  Garage  Storefront 
Renovation,  Casual  Corner 

SUBMISSIONS  BY  THE   PUBLIC  UTILITIES  COMMISSION 

V.   Millbrae  Headquarters  Facility/Katherine  Sakai 

VI.   Mocasin  Electric  Shops  and  Fuel  Island/K.  Sakai 
VII.   Transit  Shelter  Program/Design  Refinements 

SUBMISSIONS  BY  DPW/BUREAU  OF  ARCHITECTURE 

VIII.   Relocation  of  Northern  Police  Station/Mark  Primeau 
IX.   Grove  Street  Ramps/Bruce  Flynn 

SUBMISSIONS  BY  DPW/BUREAU  OF  ENGINEERING 

X.   Great  Highway  Seawall  and  Promenade 
XI.   Ocean  View  Playground/Edward  Janelli 
XII.   Grandview  Park /Edward  Janelli 


III  supp. 

I,  II 

I,  II,  III 

I,  II,  III 


I,  II 

I,  II 

I,  II 


II 

II,  revision 


III,  revisior 
I 

I 


KlO.  30 


45  Hyde  Street 

Suite  119 

San  Ftanfi-ico,  CA  94102 

415   558  3463 


MAYOR 
Dianne  Feinstein 


COMMISSIONERS 

)acqi)eline  Nemerovski 
President 

Robert  LaRocca 
Vice  President 

Vernon  Alley 
Timothy  Duncan 
Stanley  Eichelbaum 
jo  Hanson 
vVilliam  Paterson 

^n^a-Marie  B.  Metwally 

3eorge  T.  Rockrise 

'eter  Rodriguez 

loselyne  C.  Swig 

■elix  M.  Warburg 

I       >FFICIO  MEMBERS 

"Vresidents  of  the 
ine  Arts  Museum, 
ibrary  Commission, 
lanning  Commission, 
ecreation  and  Park 
ommission 


■    IRECTOR 
,  laire  N.  Isaacs 


DOCUMENTS  DEPT. 

AUGo     ^'^BS 

SAN  FkAMCISCO 
PUBLIC  LIPPACfV 


CIVIC  DESIGN  COMMITTEE  MEETING 
TUESDAY,  24th  MARCH,  1987 
3:00-5:00  p.m. 
MAIN  LIBRARY,  CIVIC  CENTER 
THIRD  FLOOR  COMISSIONERS  ROOM 


AGENDA 


"TXutc^j^ 


PRIVATE  SUBMISSIONS 


I.   Gordon  Chong   &  Associates/Father  Boedekker  Park 
Richard  Osborne 

II.   Sprankle,  Lynd  &  Sprague/Exterior  Renovation  and 
Landscaping,  Airport  Hilton/Gary  Frye 

III.   Uptown  Parking  Corp. /Sutter-Stockton  Garage  Storefront 
Renovations 

IV.   Uptown  Parking  Corp. /Sutter-Stockton  Garage  Storefront 
Renovation,  Casual  Corner 

SUBMISSIONS  BY  THE   PUBLIC  UTILITIES  COMMISSION 

V.   Millbrae  Headquarters  Facility/Katherine  Sakai 

VI.   Mocasin  Electric  Shops  and  Fuel  Island/K.  Sakai 
VII.   Transit  Shelter  Program/Design  Refinements 

SUBMISSIONS  BY  DPW/BUREAU  OF  ARCHITECTURE 

VIII.   Relocation  of  Northern  Police  Station/Mark  Primeau 
IX.   Grove  Street  Ramps/Bruce  Flynn 

SUBMISSIONS  BY  DPW/BUREAU  OF  ENGINEERING 

X.   Great  Highway  Seawall  and  Promenade 
XI.   Ocean  View  Playground/Edward  Janelli 
XII.   Grandview  Park /Edward  Janelli 


1 1- 1  S 1 1  p  1 1  . 
I,  11 

I,  II,  n 
I,  II,  ii 


I,  II 

I,  II 
I,  II 


II 

II,  revisl 


III,  revis i  > 

I 

I 


^B 


dc  Street 

iiincisco.CA  94102 

158  3463 

I 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Coiimiittee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  o£       ^^   March  J^yo'^revleved    the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:  Sutter  Stockton  St.  Tenant  Spaces 


PILASE   see  below 


Fcinslein 


ACENUA    iTiJ>l:      HI,     IV  PRESENTED    BY:        Paul    Newiuyn,    Esq, 


4    IS.IACS 

OR 

HSSIONERS 
iiie  Nemetovski 
in( 

LaRoccrt 
«sident 

*Alley 
/  Duncan 
on 

r.ileison 
odrigiiez 
C.  Swig 
»fciro 
edensky.  |r. 

0  CIO  MEMBERS 
si'  )!<,  of  llie 

Mi/";(!um. 
''    'iniinission, 
ii' ',  Commission, 
It  o\^  ,ind  Park 
HI  sion 


PROJECT  DECRIPTION: 

1.  CASUAL  CORNER 

Illuminated  signage  with  a  white,  baked  enamel  background.  Signage 
colors  were  not  presented;  indication  was  a  preference  for  a  red-on-white 
color  scheme  which  is  customary  to  Casual  Corner  logos. 

Committee  Recommendation:  to  reduce  the  contrast  of  color  values  on 
signage   and  for  applicant  to  submitdrawings  showing  signage;  to  present 
color  samples  and  to  present  lighting  system  and  design  prior  to  Phase  II 
approval.   Project  approved  for  Phase  I;  Phase  II  approval  witheld  pending 
submission  of  above-named  items. 

2.  PETITE  SOPHISTICATE 


Presentation  of  illuminated  signage  with  Petite  Sophisticate  logo. 
Repeating  signage  that  runs  the  length  of  the  storefront  facade  and 
angles  inward  towards  garage  entryway. 

Committee  Recommendation:   Change  graphics  to  a  flat  awning  system  with 
letters  silkscreened  directly  onto  awning,  or  to  use  engraved  marble  or 
similar  material  for  graphics.  Client  is  requested  to  submit  drawings 
showing  proposed  signage,  color  samples  and  to  present  lighting  system 
and  design  information  prior  to  Phase  II  approval.   Phase  I  approved; 
Phase  II  approval  witheld  pending  submission  of  above-named  items. 

3.   LIZA  ADZER.   Project  not  approved  by  Commirtee;  client  asked  to  redesign 

facade . 
Committee  Recommendation:   see  above Subject  to: 


For  the  Committee: 


The  Arts  commission,  at  its  meeting  of 
Resolution  No.:    CD46087-228 


as  indicated  herein. 


For  the  Commission:  ^"^  t 


, Chairperson 

7  April  19^7 


approved  the  project  submission 


^■;^-^-  /^ti^t^^^^^j^r^.- 


Director  o'f  Cultural  Affairs 


CITY    ANU    CUUMTY    OF    SAN    FllANCiSCU 


ARTS    COMMlSSlOt) 


CIVIC      DESIGN      COMMITTEE 
ACTlOtJ    RECOMJ-IEMDATION    FORM 

The  Civic  Design  Coimnittee  of  the  San  Francisco  Arts  Conunission,  at  its  meeting  o 

24  March  1987   /  reviewed  the  following  project  and  recoimnends  action  to  the 
Coiiimissioii  as  indicated,  subject  to  such  conditions  as  may  be  noted. 

PRUJECT  SUBMISSIUN:    Airport  Hilton,  Exterior  Landscaping     PHASE   I,  II 


AGENDA  ITEM: 


and  renovation  i  r  c 

II    PRESENTED  BY:     Sprankle,  Lynd  &  Sprague 


PROJECT  DESCRIPTIUN; 

Redefinition  of  main  entrance,  addition  of  new  wall  to  separate  parking  area 
from  buildings.   Addition  of  a  new  pedestrian  access  and  addition  of  landscaping 
between  Buildings  A  and  B.   Addition  of  100  sq.  feet  to  lobby;  addition  of 
covered  walkways  between  buildings  for  a  controlled  environment. 
Lobby  extension  will  link  Buildings  B  anc  C;  a  glass-windowed  wall  will  open 
onto  the  pool  area.   Existing  faccla  will  be  modified  with  the  addition  of 
windows.   Banners  and  sconce  lighting  will  be  added  tothe  window  area. 


A  stepped  faccla  will  be  added  from  the  entrance  to  the  guest  rooms, 
terrace  will  be  added  over  the  pool  area. 


A  covered 


Building  colors  are  to  be  determined  and  presented  at  Phase  III. 
Additional  trees  will  be  placed  in  parking  lot,   additional  lighting  to  be 
placed  in  parking  lot.   The  interior  courtyard  will  have  a  gazebo  with 
landscaping  around  a  concrete  area  which  will  provide  seating  for  up  to  50 
people.   The  gazebo  will  be  dome  shaped  and  covered  with  vines. 

Existing  palm  trees  will  be  removed  from  the  entryway  and  placed  in  pool  area 
Replacement  of  80  freeway-side  windows  with  acoustical  windows. 


COMMITTEE  RECOMMENDATl^O^ :  approved 


SUBJECT   TO: 


FOR   THE    C014MITTEE: 


l^-^y-^ 


,     CHAIRPERSON 
THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF   7  April  1987        ,  RESOLUTION  NO.  CCA7-87-  7  I 


APPROVED  THE  PROJECT  SUBMI 
FOR  THE  COMMISSION 


ON  AS  INDIC/VpSB^HEREIN. 


'..  /-..-<1 


rt!:'i3fr^<s2- 


, DIRECTOR 


tl5)  558-3463 


45  HYDE  STREET  -    ROOM  319      SAN  FRANCISCO,  CA  941U2 


/   \  \ 


CITY  AUU  CUUNTY  OF  SAN  FRANCiSCU 


ARTS  COMf-lISSION 


CIVIC   DESIGN   C  U  tl  M  I  T  T  E  E 
ACTlCll  RECOtUlEMUATION  FORJ-1 

The  Civic  Uesiyii  Conunibtee  of  the  Sail  Francisco  Arts  Commission,  at  its  meeting  o 

24  March  1987  i    reviewed  the  following  project  and  reconunends  action  to  the 
Commission  as  indicated,  subject  to  such  conditions  as  may  be  noted. 

PRUJECT  SUBMISSION:    Father  Boedekker  Park/Community  Bldg.    PHASE  III  supplemental 
AGENDA  ITEM:  I   PRESENTED  BY:   Richard  Osborn 

PROJECT  DESCRIPTION: 

Applicant  presented  proposed  changes  in  materials  to  be  used.   Changes  resulted 
in  overbudget  costs. 

Changes:  exterior  facade  changed  from  red  brick  and  ceramic  tiles  to  cement 
and  plaster  with  an  anti-graffiti  varnish.   Facade  will  be  in  a  light  peacli 
color  scheme.   Interior  will  be  grey  and  black  color  scheme.   The  windows 
will  have  a  green  glazing. 

Project  was  approved  with  the  request  that  the  peach-toned  colors  be 
intensified  (i.e.  darkened). 


approved 


SUBJECT  TO:   see  above 


COMMITTEE  RECOMMENDATION: 

FOR  THE  COMMITTEE:  /\JJ2'irPsi^      '      I'-yr-'f^*'^'-'^-^ — ,  CHAIRPERSON 

THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF  ~l    APril  1987        ^  RESOLUTION  NO.  CC47-87-212 


^/   /^^^S-^'^'l.^^ 


APPROVED  THE  PROJECT  SUBMISSLWff^AS  INDigA'i:ED,^1ERi;iN , 
FOR  THE  COMMISSION:  v.sk;;.".      .  . -■ 


, DIRECTOR 


415)  558-3463 


45  HYDE  STREET  -    ROOM  319 


SAN  FRANCISCO,  CA  94iU2 


/I  ^   \ 


CITY  ANU  CUUNTY  OF  SAN  FRANCISCO 


ARTS  COf-U-USSlOU 


CIVIC   D  E  S  1  G  14   C  O  n  M  1  T  T  E  E 
ACTION  RECOMMENDATION  FOWl 


The  Civic  Design  Committee  of  the  San  Francisco  Arts  Coimnission ,  at  its  meeting  o 

March  24,  1987   ^  reviewed  the  following  project  and  recommends  action  to  the 
Commission  as  indicated,  subject  to  such  conditions  as  may  be  noted. 


PROJECT  SUBMISSION:   Great  Highway  Seawall  and  Promenade 
AGENDA  ITEM:     XI     PRESENTED  BY:   Ed  Janelli 


PHASE 


JiiXUi 


PROJECT  DESCRIPTION 


Revised  curvature  of  seawall  to  make  it  less  flat.   Slight  modifications 

at  overlook  area  curvatures.  •  Change  seating  to  pre-cast  seating  similiar 
in  finish  to  the  railings.   Railing  pickets  changed  to   9"  diameter  circle 
Bollards  changed  slightly  in  size.   Medallions  will  remain  as  previously 
designed. 


COMMITTEE  RECOMMENDATl 
FOR  THE  COMMITTEE: 


approve 


zzs 


SUBJECT  TO: 


_,  CHAIRPERSON 
THE  ARTS  COMMISSION,  AT  ITS  MEETING  Ol-'  7  April  1987 ^,  RESOLUTION  NO<]CA7-8  7-;  U) 


APPROVED  THE  PROJECT  SUBMISSION,  AS  INDICATED  .HEREIN, 
FOR  THE  COMMISSION:       (   '""■'■  '  -  -  •  •  ■  - 


, DIRECTOR 


(415)  558-3463 


45  HYDE  STREET  -  ROOM  319 


SAN  FRANCISCO,  CA  9410:^ 


CIVIC    DESIGN    COMMITTEE 


I  Hyde  Street 

litp  319 

n  Ftatiri?r(i,  CA  94102 

5    558   3-163 


AYOR 

ianne  Feinstein 


OMMISSIONERS 
c(|iinliiic  Nenierovski 

il)frl  I  .tRix  r.l 
10  rt<'siilriit 

>tnon  Alley 
nothy  Duncan 
jnloy  Eichelbaum 
Hanson 
illiarn  Paterson 
na-Marie  B,  Metwally 
•orge  T.  Rorkrise 
ler  Rodriguez 
.  selynp  C.  Swig 
ix  M.  Warburg 

""fFICIO  MEMBERS 

Irnls  of  the 
I  p  Arts  Museum, 
i  rary  Commission, 
I  fining  Commission, 
I  -re.ilion  and  Park 
(  Timission 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Conunittee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of   24  March  1987 , reviewed  the  following 

project  and  recommends  action  to  the  Commission  as  indicated; 
subject  to  such  conditions  as  may  be  noted. 


PROJECT  SUBMISSION:   Grove  Street  Ramps 


PHASE:  II,  revision 


AGENDA  ITEM:  IX    PRESENTED  BY:  Bruce  Flynn 


PROJECT  DESCRIPTION: 

Review  of  project  revisions  from  earlier-approved  Phase  II  plans. 

New  plans  call  for  a  stepped  railing,  relating  in  design  to  the 
wrought  iron  ornamentation  on  the  building's  facade.   Railing  will 
have  a  flat  base  with  cast-iron  medallions.   Medallions  will 
be  painted  in  center. 


t '.ECTOR 
C  ire  N.  Isaacs 


COMMITTEE   RECOMMENDATION; 


approved 


SUBJECT   TO: 


FOR   THE   COMI^IITTEE; 


/  /^^eoJU-e^>^,  C 


CHAIRPERSON 


THE  ARTS  COMMISSION,  AT  V. 
RESOLUTION  NO.  CC47-87-218 


MEETING  OF 


7  APril  1987 


APPROVED  THE  PROJECT  SUBMISSION  AS 


INDICATED  HEREIN. 
FOR  THE  COMMISSION: 


<;<- 


r'.'-'''i>ii;^^*^^-"" 


CLAtREN.  ISAACS 

DIRECTOR  OF  CULTURAL  AFFAIRS 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 


ARTS  COMMISSION 


CIVIC      DESIGN      COMMITTEE 
ACTION    RECOIU'lENDATIQN    FORJ-l 

The  Civic  Design  Coimnittee  of  the  San  Francisco  Arts  Commission,  at  its  meeting  o 

,  reviewed  the  following  project  and  recommends  action  to  the 
Commission  as  indicated,  subject  to  such  conditions  as  may  be  noted. 

Grandview  Park  PHASE     I 


PROJECT  SUBMISSION:  

AGENDA  ITEM:   ^^^      PRESENTED  BY:  Ed  Janelli 


PROJECT  DESCRIPTION: 


Rehabllitatio  of  park  site  due  to  heavy  erosion.   Development  of  West  stairway 
of  a  "rustic"  nature.   Plans  for  site  amenities  at  top  of  slope. 

Committee  Recommendation:   to  have  a  viewing  area  at  the  highest  accessible  arna. 

Request  for  consideration  of  placing  approaches  to 
site  from  both  the  west  and  east  ends. 


COMMITTEE  RECOMMENDATION 
FOR  THE  C0I4M1TTEE: 


SUBJECT  TO: 


approved      ^^^^^ 


see  above 


CHAIRPERSON 
THE  ARTS  COMMISSION,  AT  ITS  VlEETlNG  OF  April  7,  1987 ^  l^ESOLUTION  NO.CC47  -8 


APPROVED  THE  PROJECT  SUBf; 

FOR  THE  COr-lMISSlON  :       '  fJ^I^fn  Vfe  .Ju:;,;//^^; 


rj^    AS  imiCArll^HERElN, 


7-2  ■ 


, DIRECTOR 


(415)  558-3463 
» 


45  HYDE  STREET  ^  ROOM  319 


SAN  FRANCISCO,  CA  94102 


CITY  AND  CUUNTY  OF  SAN  FRANCiSCU 


ARTS  COMMISSION 


CIVIC   D  E  S  1  G  t4   C  O  tl  M  I  T  T  E  E 
ACTION  RECOMIIEMDATION  FORJl 

The  Civic  Design  Cormnittee  of  tlie  San  Francisco  Arts  Commission,  at  its  meetinq  o 
24  March  1987     ,  reviewed  tlie  foliowiny  project  and  reco.imnends  action  to  the 
Commission  as  indicated,  subject  to  such  conditions  as  may  be  noted. 

PHASE    T 


PROJECT  SUBMISSION:   Oceanview  Playground 

AGENDA  ITEM:  XI        PRESENTED  BY:     Ed  Janelli 


PROJECT  DESCRIPTION: 


Rehabilitation  of  playground.   Replacement  of  play  equipment 
and  subdivison  of  park  into  two  age-group  play  areas  (i.e.  tiny 
tots  and  older  children)  ..   The  paved  area  will  be  increased  in 
size  to  accomodate  adult  seating  for  supervison  of  children  at  play, 

Committee  Recommendation:   To  change  the  form  of  the  main  path 

to  make  it  less  obtrustlve  in  the  landscape  and  to  soften  its 

flow  through  the  park  areia.   Proposed  materials  should  be  submitted 
at  next  phase. 


COMMITTEE  RECOMMENDATION : ^  ^approved 
FOR  THE  COMMITTEE: 


SUBJECT  TO: 


see  above 


Au«-^t-:^ 


CHAIRPERSON 
THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF  7  April  1987 ,  RESOLUTION  NO.CC47-87-22Q 


APPROVED  THE  PROJECT  SUBMISSJJ^AS  INDICATED^IETREIN . 


FOR  THE  COMMISSION 


C 


'^ 


, DIRECTOR 


';415)  558-3463 


45  HYDE  STREET  ^  ROOM  319 


SAN  FRANCISCO,  CA  941U2 


CITY  AMU  CUUNTY  OF  SAN  FIU\NCiSCO  .  ^'^'-I'S  COfWlSSiOH 

CIVIC   DESIGN   C  U  n  11  I  T  T  E  E 
ACTION  l^ECOMtlEMDATION  FOmi 

The  Civic  Design  Coimnibtee  of  the  San  Francisco  Arts  Coiiunission,  at  its  meeting  o 

24  March  1987    ,  reviewed  the  following  project  and  recoimnends  action  to  the 
Commission  as  indicated,  subject  to  sucli  conditions  as  may  be  noted. 

PROJECT  SUBMISSION:     Relocation  of  Northern  Police  Station   PHASE   II  revisioii 
AGENDA  ITEM:   VIII     PRESENTED  BY:    Mark  Prlmeau 


PROJECT  DESCRIPTION; 


Revision  to  previously  reviewed  designs  for  Phase  II.   Simplification  of 
facade  using  a  plaster  with  base  system.   Grade  to  11  feet  will  be  of 
ceramic  tile.   Upper  facade  to  be  in  stucco.   Entry  has  been  made  wider; 
entry  will  be  accessible  off  of  both  Fillmore  and  Turk  Streets. 

Approved  for  Phase  II  with  commendations  on  the  thoughtful  and  sensitive  design. 


COMMITTEE  RECOMMENDATION:      approved SUBJECT  TO: 

FOR  THE  COI-IMITTEE:  /XjJb^,,^,  ^    /■  I '^^inJi^L.i,.*^,^  >    CHAIRPERSON 

THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF    7  April  1987 ^,  RESOLUTION  NO. CC47-87-217 

APPROVED  THE  PROJECT  SUBMISSJ^  AS  INDICATEJ^^^HftREiN. 

FOR  THE  COmiSSiON:       ^^^i^^r'f^'^'^:/^^  ,  DIRECTOR 


-.r^m^ 


,->v.  ■..  •-•lU^.ji.i 


115)  558-3463  45  HYDE  STREET  -  ROOM  319      SAN  FRANCISCO,  CA  94102 


CITY  AMU  CUUNTY  OF  SAN  FRANCISCO 


ARTS  COMMISSION 


CIVIC      DESIGN      C   O   n  M   I    T   T   E   E 
ACTIO^^    RECOtUlENPATION    FORM 

The  Civic  Design  Conunittee  of  the  San  Francisco  Arts  Commission,  at  its  meeting  o 

24  March  1987  ,    reviewed  tlie  following  project  and  recommends  action  to  the 
Commission  as  indicated,  subject  to  sucli  conditions  as  may  be  noted. 

_P"^SE   I.  II 


PROJECT  SUBMISSION:   Moccasin  Electric  Shops  &  Fuel  Island 

VI 
AGENDA  ITEM: 


PRESENTED  BY 


PROJECT  DESCRIPTION; 


Replacement  of  existing  buildings  in  a  phased  schedule.   Utilization 
of  materials  to  match  existing  buildings  (two  original  buildings  will 
remain  w/  total  of  four. new  buildings  to  be  added). 

Committee  Recommendation:  For  Phase  III:   pave  only  those  areas  needed 
for  vehicular  access  and  provide  as  much  landscaping  as  possible  in 
the  other  areas.   Recommendation  to  use  natural  ground  cover  and 
trees  for  shading. 

Suggestion  to  eliminate  metal  roofing  to  a  material  more  appropriate  to 
the  facade  and  to  the  environment. 


COMMITTEE  RECOMMENDATIOt 
FOR  THE  COMMITTEE: 


approv^ed 


THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF 


SUBJECT  TO:    see  above 


,  CHAIRPERSON 

7  April  1987   ,  RESOLUTION  NO.CC47-87-2 L; 


APPROVED  THE  PROJECT  SUBMISSJ.ON  AS  INDICATED  HEREIN. 


FOR  THE  COMMISSION 


^^^^Mr^^Ci^h^^'AX' 


Cj-^-^^j^-c-a^ar^ — 


, DIRECTOR 


(415)  558-3463 


45  HYDE  STREET  '-  ROOM  319 


SAN  FRANCISCO,  CA  9410-^ 


CITY  AMU  COUNTY  OF  SAN  FIU\NCiSCO 


ARTS  COMMISSION 


CIVIC   D  E  S  I  G  t^   C  O  M  M  I  T  T  E  E 
ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Conunittee  of  the  San  Francisco  Arts  Conunission,  at  its  meeting  o 

24  March  1987   ,  reviewed  tlie  following  project  and  recommends  action  to  the 
Commission  as  indicated,  subject  to  sucli  conditions  as  may  be  noted. 


PRO  J 


ECT  SUBMISSION:   Millbrae  Headquarters  Facility 


PHASE 


1,  II 


AGENDA  ITEM; 


PRESENTED  BY:  Anton  Germaine,  Jim  Walsh 


PROJECT  DESCRIPTION! 

Renovation  of  headquarters  and  corporation  yard  for  Millbrae  Headquarters 
Facility.   Area  is  surrounded  by  the  Old  Crystal  Springs  shacks.   Development 
of  a  new  corporation  yard,   Facade  will  match  existing  bldgs.   Replacement 
of  a  water  shop  and  warehouse.    Plans  call  for  metal  roofs  on  buildings. 

Committee  Recommendation:  to  reconsider  use  of  metal  for  rooftops; 
to  indicate  at  Phase  III  submission  the  mechanical  equipment  to  be 
placed  on  roofs  and  to  submit  landscaping  plans. 


COMMITTEE  RECOMMENDATIQ 
FOR  THE  COMMITTEE: 


approved 


SUBJECT  TO  I 


see  above 


THE  ARTS  COMMISSION,  AT  ITS  MEETING  OF 


_,  CHAIRPERSON 
7  April  1987      ^  RESOLUTION  NO.  Cc47-87-?l/i 


APPROVED  THE  PROJECT  SUBMISSION  AS  INDICATED-HEREIN 


FOR  THE  C0^4MISSI0N 


d-r. 


y^ 


■i-^-.^ 


, DIRECTOR 


,415)  558-3463 


45  HYDE  STREET  -    ROOM  319 


SAN  FRANCISCO,  CA  94102 


6p 

A70.'30 


5  Hyde  Street 

iiilp  319 

jn  Francisco,  CA  94102 

15   558  3163 


^  "y^-AjLu^h^ 


DOCUMEiSiTS  DEPT. 


CIVIC  DESIGN  COMMITTEE  REVIEW 
^    SPECIAL  MEETING 


AUG 


■^  0 


1983 


SAiM   FRANCISCO 
PUBLIC   L'WOADv 


lAYOR 

ianne  Feinstein 


OMMISSIONCRS 

cqucliiie  Ncmerovski 
esident 

)bert  LaRocca 
ce  President 

'rnon  Alley 
nothy  Duncan 
aniey  Eichelbaum 
Hanson 
illiain  Peterson 
na-Marie  B.  Metwally 
•orge  T.  Rockrise 
ler  Rodriguez 
selyne  C.  Swig 
rc.M.  Warburg 
)selv 
lli\HC)0  MEMBERS 

I  sidents  of  the 
I  e  Arts  Museum, 
I  rary  Commission, 
f  iniiig  Commission, 
f:reation  and  Park 
C  nmission 


C  ECTOR 
C  re  N.  Isaacs 


A  meeting  was  held  on  Tuesday-;? April  7,  1987  at  45  Hyde 
Street  to  review  Uptown  Parking  Corporation's  design 
submittals  for  three  new  tenant  spaces  at  the  Stockton- 
Sutter  Street  Garage  building.   The  meeting  was  called 
at  the  request  of  Uptown  Parking  Corporation  in  order 
to  expedite  the  approval  process  for  the  tenant  spaces, 
and  to  allow  Uptown  Parking  to  submit  the  luaterials 
required'  for  Pliase  I  and  II  approval  as  requested  by 
the  Civic  Design  Committee  at  their  meeting  in  March  1987. 
Present  at  the  meeting  were:   George  Rockrise,  Chair, 
Civic  Design  Committee,  San  Francisco  Arts  Commission; 
Paul  Newman,  Esquire,  Uptown  Parking  Corporation; 
Michael  Spear,  Zebra  Awning;  Richard  Guynn,  Secretary- 
Treasurer,  Uptown  Parking;  Alfred  Sanchez,  President, 
Alfred  Sanchez  Construction. 

The  applicants  presented  design  plans  and  materials 
for  the  following: 

PETITE  SOPHISTICATE 

Applicant  presented  plans  which  indicated  the  placement 
of  Petite  Sophisticate  on  an  awning,  or,  alternatively 
with  the  logo  on  white  plastic  letters  with  black  returns. 
Commissioner  Rockrise  indicated  that  the  plastic  lettering 
was  the  preferred  design.   The  project  was  approved  for 
Phase  I  and  II  approval.  Phase  III  approval  will  be 
contingent  upon  the  Arts  Commission  receiving  a  physical 
sample  of  the  lettering. 


LAIZE  ADZER 

The  applicants  presented  design  changes  as  lequested 
by  the  Civic  Design  Committee  in  Marcli,  1987.   The 
plans  for  the  tenant  space  are  essentially  the  same 
in  design,  but  have  the  ornamentation  and  deorative 
elements  placed  within  the  building,  not  on  the  facade. 


i 


The  project  was  approved  for  Phases  I,  II  and  HI  with  the 
requirement  that  the  glass  facade  be  reviewed  and  approved 
by  a  structural  engineer  and  his/her , findings  submitted  to 
the  Arts  Commission. 


F 

r  Po 


■;town  Parking  Garage 
enant  Review 
Page  Two 


CASUAL  CORNER 

» 

Applicant  presented  color  specifications  as  requested  at  the  March  Civic  Design 
Committee  meeting.   Color  specifications  called  for  white  lettering  on  a  white 
facade.   Commissioner  Rockrise  stated  that  the  logo  for  Casual  Corner   had  still 
not  been  reduced  in  number,  as  previously  requested.   He  suggested  that  the 
signage  be   placed  only  i  the  second  and  third  bays  and  eliminated  from  the  first 
and  fourth  bays.   The  plans  also  called  for  an  internally  illuminated  aluminum  or 
steel  light  box  with  routed  copy  and  an  acrylic  diffuser. 

The  project  was  approved  for  Phases  I  and  11  with  Phase  III  approval  contingent  upon 
the  reduction  of  logo  repetitions. 

These  recommendations  are  to  be  discussed  with  Commissioners  La  Rocca  and  Warburg 
prior  to  the  Arts  Commission  meeting  and  to  be  reported  as  a  Committee  Report 
at  the   Arts  Committee  meeting. 


[{]'  f(A0 


Reginw  Almaguer 

Acting  Coordinator,  Civic  Design 


iosely 
'«lix  ' 


J 


45  Hyde  Street 

Suite  319 

San  Francisco,  CA  94102 

415   558  3463 


I 


MAYOR 

Dianne  Feinstein 


DOCUMEiSiTS  DtPT. 

AUG  8     1388 

SAN   FRANCISCO 


CIVIC   DESIGN   COMMITTEE  MEETING 
TUESDAY,    APRIL  ^^1987 
3-5    p.m.      MAIN   LIBRARY,    CIVIC   CENTER 
THIRD   FLOOR  COMMISSIONERS   ROOM 


AGENDA 


COMMISSIONERS 

)ac((iirlinc  Ncrnerovski 
President 

Robert  LaRocca 
Vice  President 

Vernon  Alley 
Timothy  Duncan 
Stanley  Eichelbaum 
)o  Hanson 
Williarn  Paterson 
Anna-Marie  B.  Metwally 
George  T.  Rockrise 
*"     "'  Rodriguez 

yne  C.  Swig 
I .     ,  M.  Warburg 

FFICIO  MEMBERS 

.dents  of  the 
Fine  Arts  Museum, 
Library  Commission, 
Planning  Commission, 
Recreation  and  Park 
Commission 


PHASE (S) 


PRIVATE  SUBMISSIONS 


I.   Encroachment  Permt/49  Zoe  Street/C.O.Jones,  Inc. 

,11.   Installation  of  dedication  plaque  in  honor  of  ^ -- 
Melvin  Belli/722  Montgomery  Street/Melvin  Belli 
Law  Offices 

til.   Phillip  Corporation/Donation  of  ornamental 
lighting  to  Recreation  and  Parks  Dept.  for 
the  North  end  Windmill  in  Golden  Gate  Park/ 
Jim  Rogers,  Asst.  Superintendent,  Rec.  &  Park 

SUBMISSIONS  BY  THE  PUBLIC  UTILITIES  COMMISSION 


I,    II,    III 
I,    II,    III 

I,    II,    III 


DIRECTOR 
Claire  N.  Isaacs 


yiV.   Rehabilitation  of  former  U.S.  Steel  Building 
for  Muni  Railway  Harrison  Street  Facility/ 
Barbara  Moy,  Project  Manager 

/  V.  ,  Lighting  Improvement/Civic  Center  Area 
SUBMISSIONS  BY  DPW/BUREAU  OF  ARCHITECTURE 


I,  II,  revision.' 


I,  II,  III 


VI.   City  Hall  Roof  Repairs/Berry  von  Hungen  Groth     I,  II,  III 

.(Vilil.   Painting  of  fence  at  Memorial  Court,  between      I,  II,  III 
•  Opera  House  and  Veteranrls  Building 


i\H! 


5P 


4»  n 


^h^l^-] 


lyrlr  Street 

Ft.vicivo.  CA04IO;. 
550  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION    EOllM 


DOCUMENTS  DtPT. 

AUGO     1996 

SAIM  FKA(VJCiSCQ 
PUBLIC  LIRPARV 


The  Civic  Design  Conuiiittee  of  the  San  Francisco  ARLs  Coiiunission,  at  its 
meeting  QJApril  28.  1987  >reviewed  the  following  project  and  reconunends 
action  to  the  Couuiiission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


j'lU 

N  K.iocs 
|:iOR 

j  MISSIONFRS 

i  rlinc  Nctneiovski 

I  lent 

I II  l.iRocca 
t  'lesiclcnt 

in  Alley 
v  lluiicnn 

,■1  r.>l<Msr)n 

tRoclrip.iifv 

lynn  C  Swig 
•  ili-ilrifo 
I  '  Vcdcnsky.  |r 

1  IK  10  MFMBLR5 
I'  !nil<.  n(  the 

I  ■:  ("nmi)ii5";ioii. 
^  <  ('mmi";sioii. 
ii'ii  ,iik1  I'tirk 


PROJECT  SUBMISSION:   Muni  Bus  Shelter  Design/Gannett  OutdodHlASE  I,  II,  III 
IX 


AGENDA  ITEM: 


PRESENTED  BY:  Doug  Wright,  Jill  Thompson,  et.  al. 


PROJECT  DECRIPTION; 


Discussion  with  Civic  Design  Committee  members  regarding  the  prototype 
bus  shelter  which  had  been  on  display  on  April  24,  1987. 

Commissioner  Rockrise  inquired  as  to  where  excess  water  runs  off. 
Mr.  Wright  answered  that  the  gutter  originally  designed  to  be  at  the 
corner  of  the  two  glass  edges  had  been  removed,  and  that  the  water 
will  discharge  from  the  shelter  directly  onto  the  sidewalk. 

Commissioners  Rockrise  and  La  Rocca  commented  that  the  rotating 
seats  appeared  to  be  somewhat  high  for  the  typical  bus  shelter  user, 
and  requested  that  the  seat  level  be  reduced  to  21"  or  22".   It  was 
further  suggested  that  a  test  be  done  with  the  lowered  seats  to 
obtain  public  reaction. 

Commissioner  Rockrise  inquired  as  to  the  height  of  the  signage  on 

the  south  side  of  the  shelter,  noting  that  it  was  approximately 

5  feet  high  and  that  adults  could  not  see  over  it.  , 

Mr.  Wright  noted  that  4'  x  6'  is  the  standard  height  and  that  it 
was  a  part  of  the  request  for  proposals. 


Commissioner  Rockrise   asked  whether  the  911  emergency  code  was 
indicated  on  the  phone  booths;  Mr.  Wright  said  that  it  was..<^'^^  ^''^ 
Hoy  (^CCSl/'i^  <^'^  df&f>^n^^^^ 

approved 


(over) 


Committee  Recommendation: 


Subject  to: 


;  MjU^   V-  ^^^^^'^^^^-'nchai 


For  the  Committee; 

Tlie  Arts  commission,  at  its  meeting  of 

Resolution  No.:   S^ ""^"^  "  7^5^ 


rperson 
May  4,  1987 


approved  the  project  submission 


as  indicated  lierein. 
For  the  Commis 


Director  of  Cultural  (iVf Iain 


Commissioner  Rockrise  asked  whether  the  phone  booth  also  had   a  seat; 
Mr.  Wright  indicated  that  it  did  not. 

The  Committee   also  discussed  the  MUNI  logo  which  will  be  placed  on  the 
shelters  and  recommended  that  the  same  colors  be  used  at  all  sites,  rather 
than  have  the  colors  changed  according  to  neighborhoods. 


rioncK"'.  CA04I0? 
550  3463 


C    i    V    L    C 


I)    E   S    i    G    N 


C   0  M  M   1   T   T   E   E 


ACTION   RECUMMENDATION    FUim 

Tlie    Civic    Design   CoiiuiiitLee    of    tlie    San   Francisco   ARLs    Commission,    aL    iLs 
meeting   oi      April    2^ ,    198!^i;eviewecl    Llie    foiiowing    project   and   recoimuends 
action    to    tlie    Commission    as    indicated;    subject    to    such   conditions    as   may 
be    noted. 


i'RUJECT   SUJiMiSSiOH:      Encroachment   Permit/172,    178,    184,    190  phase    I»    II>    HI 

Ewing  Terrace 


I  tir  I  r-ir)'.U'in 

I  OH 

;  CIOR 

j   ■ 

;j.iMi<;si'^Nip.s 

fiipliiic  Ncmnovski 
r  'li-iil 

'  I'lr^idcnl 

.  ,MI.-v 
■lli\  iHiiiCiiii 

)  iin  r.ii'i";'-)!) 
It  Hrvdiifiif; 

i  ri  VoilcMSky.  |i 

ir|riC>MfMlitRS 
ilvnl'.  ..(  ihr 
I  'ViK  ^\lr'.^lllIl, 

•  '  OMimi<;";lnn. 
t|l"n  .iinl  r.iik 


y\Gi:Nl)A  ITI'iM; 


[■RESENTED  liY:  ^^^ •    Bill  Asbell 


niUJECT  DECRiRTiUN: 


Retaining  wall  at  Anza  Street  Rear  of  172,  178,  194  190  Ewing  Terrace; 
an  extension  of  the  retaining  wall  at  the  Anze  street  rear  of  196  Ewing 
Terrace . 

Addition  of  100  linear  feet  to  the  existing  80  linear  feet.   Wall 
encroaches  approximately  8feet  above  ground. 


DOCUMEiSiTS  DEPT. 

AUG  a     1983 

SAN    FRANCISCO 
PiieLlC   HRPAPV 


Commit  tee    Recommendation:    approved 


Subject  to: 


/\Lfi4'}^t.    /.  f  C^p^^A^g-^hairperson 


For  the  Committee:    /  ^^i-^'?^( 

The  Arts  commission,  at  its  meeting  of  May  4,  1987 , 

Resolution  No .  ;    S^  "^  ^\  "  IS^  Q approved  the  project  submission 

as  indicated  herein. 

For    the   C 


:o„.,„ission:   A^{(,    ^ft^A\  {7/Tl 

Direci.or   of   Cultural  Mlair; 


mi 


It^J 


ilr.itiri  .'...  C:A"'1I07 
5  55M  i^Oi 


C    i    V    .1.    C        )J    E    S    1    G   N 


COM  M   I   T   T   E   E 


ACTiUN    RECUMMENUATION    FUim 

Tlie    Uiv.Lc    Design   Coiiiinittee    o  L'    Llie    San   Francisco   ARts    Coimnission,    at    iLs 
meeting   u  L"    April    2^,    1987,  reviewed    tlie    following    project   and    recommends 
action    to    tUe   Commission   as    indicated;    subject    to   sucli   conditions   as   may 
be    noted. 


i'RUJECT   SUJ3M1SS1UN:    Dedication  Plaque/Melvin  Belli   Building  PHASE     I,    II,    III 


Al;F,NI)A    ll'I'il:     II 


I'KESEN'J'ED    BY 


Robin   Lutchansky 


mil"  I  cin*.!**!!! 
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U  ton 
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I'lC^i'lCMl 

-in  Alli'v 
1',  Oiiiicdi 

.1111  l'.ii'-i<;mi 
I  t!'>(liiPii'-7 
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^I^IH^  <i(  llip 
All";  Mii<;riim. 
IV  '"r>miiii";";iciii. 
line,  '"priimi^^ion. 
•iilltm  .mil  I'oik 
[mission 


FRUJECT  iJECRirTlON: 

Design  approval  for  a  dedication  plaque  for  the  Melvin  Belli  Building 
at  722  Montgomery  Street.   (design  and  wording  on  file) 

Committee  recommendation:   The  Committee  suggested  that  the  applicant 
consider  a  two-sided  plaque  for  legibility  from  both  sides  of  the 
Street,  but  left  it  to  the  descretion  of  the  applicant. 

The  Committee  approved  the  design  of  the  plaque  pending  review  and 
approval  by  the  Literature  Committee  of  the  Arts  Commission. 


I 


w 


Committee  Recommendation;   approved 


Subject  to:  review  and 


approval  of  wording  q£  plaque  by  Literature  Committee. 
For  tliG  Committee:  /C^Q-t^tfk^  f   y '^■re>Vu**''-"^-~*.^bairperson 
The  Arts  commission,  at  its  meeting  of   May  4,  1987 
Resolution  No .  : 


M-1>>  -  2^\ 


approved    the   jiroject    subiiiiss ji'ii 


as    indicated   herein. 
For    the   Coiiiiiiissi 


Director   of   Culturalt/Af lairs 


'  \<l''  ^Ircel 

1  t.vicivu.CA  94102 
1550  3463 


CIVIC        DESIGN        C   0  M  M   I   T   T   E   E 
ACTION   KECUMjMENDATION    1-Uim 

Tl\e    Civic    Design   CoiniiiiL tee    of    the    San   Francisco   ARts    Coiiuiiission,    at    its 
meeting   oil     April    z^,    ^^"^,  re  viewed    the    following   project    and   recoiiunends 
action    to    tlie   Commission  as   indicated;    subject    to   such  conditions   as  may 
be   noted. 


I  i'ins(i*iii 


FRUJECT  SUBMISSION:   Donation  of  Ornametnal  Lights  for 


PHASE  I,  II.  Ill 


Windmill  at  North  end  of  Golden  Gate  Park. 
AGENDA  ITEM:  III PRESENTED  BY:  Rec  &  Park  Dept./Jim  Rogers  (not  present) 


n  K,.,ics 

Mr,SI()NI  RS 
rlinc  Nctiiprovski 
k-(ii 

III  .iRnrcfl 

(    'iCiidCDl 

Ml  Alli'v 
111'.  Hunciin 

'"  m  r.W'-r^Oli 
~    llodiijiii'-/ 
r  lynr  C   Swig 
1  ill.ilrtio 
I   i  Vedciisky.  |i. 

trririoMfMBLRS 

'(  Ifllll  of  "llf 
I"  \ils  Miisriim. 
I;  V  Commission. 
f  litp,  (?omml<slon. 
f  '.illoii  .iiul  I'.iik 
c  nls'^loii 


PROJECT  DECRIPTIUN: 

Donation  by  Philips  Lighting  Corporation  for  16  high-pressure 
sodium  floodlights  for  the  North  Windmill  at  GOlden  Gate  Park. 
Lights  to  be  placed  at  eight  locations,  with  eight  lights 
pointing  upwards  and  eight  pointing  downwards,  on  the  outermost 
edges  of  the  cedar  platform  which  surronds  the  windmill.   The  lamps 
will  be  recessed  and  will  not  be  visible. 

Recommendation:  Committee  approved  the  design  of  the  lamps 
but  requested  that  an  elevation  of  the  windmill  and  the  lights 
be  submitted  to  the  Arts  Commission. 

Lighting  specifications  and  plan  on  file. 


i 


Committee  Recommendation:   approved 


of  windmill  elevajpian  and  siting  of  lights. 


For  the  Committee: 


Subject    to: 


submission. 


W^ 


(    ^VTriKt*— .,  ciiairperson 


Tlie  Arts   commission,    at   its  meeting  of_ 
Resolution  No.: SA-'^'\''252^ 


May  4,  1987 


approved  the  project  submission 


as  indicated  herein. 


For    the   Coimuission:     (^^{t     ^l\^.\    \  (^ 

Director   of   Cultural/Mriairs 
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C   i   V    i   c 


DESIGN 


C   0   M  M   I   T   T   E   E 


ACTIUN    RECOMJ^IEMDATION    FUllM 

'I'lie    Civic    Design    CoimiiiLLee    oi    Lhe    San    Francisco    ARts    Commission,    aL    iLs 
meeting    vi       April    Z^,     i"o  /  i;eviewed    the    following    project    and    recoimnends 
action    to    the   Commission  as    indicated;    subject    to   sucli   conditions   as   may 
be    noted. 


■  IcillMtill 


i'RUJJ^CT    SUJ5IliSSiUN: 


Rehabilitation   of   U.S.    Steel   Bldg.  PHASE    ■'- »    ^^   revisions 


AC)',NDA  1TI,M; 


IV 


for  use  by  MUNI  Railway. 

I' RESENTED  l',Y :     Barbara  Moy.  e  t .  a1  frnin  PUC 
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RRUJECT  DECRIFTIUN: 

Plans  call  for  the  rehabilitation  of  the  former  U.S.  Steel  Building 
at  16th  and  Harrison  Streets.   The  building  is  being  renovated  to 
be  used  as  a  facility  for  the  storage  and  maintenance  of  Muni's 
articulated  coach  fleet.   The  design  includes  3  major  areas: 
1)  interior  to  be  used  for  fleet  parking  2)  equipment  maintenance  and 
3)  operator  support  facilities.   The  storage  area  is  to  be  enclosed; 
there  will  be  areas  for  bus  washing  and  for  fare  extraction. 

The  exterior  wil  have  a  continuous  ventilation  band  on  the  lower 
edge.   The  color  palette  for  the  building  was  displayed; 

stylized  images  of  San  Francisco  were  designed  as  graphics  for  the  upper 
facade. 

Committee  Recommendations:  To  place  more  trees  around  the  building,  spacing 

them  approximately  20  feet  apart;  to  have  the  trees  match  those  across  the 

street;  to  deepen  the  blue  color  to  be  used  on  the  facade.   The  Committee 

requested  that  the  graphic  scheme  be  considered  as  the  Art  Enrichment  project, 

The  design  was  approved  subject  to  the  applicant  contacting  the 
Visual  Arts  Committee  regarding  Art  Enrichment. 

Project  budget  is  approximately  $11  million. 


i 


Committee  Recommendation;    approved 

nf    Ar^     F.nr i  rhmpn^ 


Subject    to: verification 


'     /Clm^    '»      /'^^g-^''l«'i^^»Uiairperson 
on,    at    its   meeting   of       ^^^   ^'    ^^^^ 


For    the    Committee 

The   Arts    commission,    at    its   meeting 
Resolution    No.:       S\-%\  ^  7.'^^ 
as    indicated   lierein. 

For    tlie    Commission:     (.  J([V\hC 


approved    the    project    submission 


Director   of    Cultural  /vDiairs 


llyrl"  Sircel 

ri,vKK"j.CA04IO/. 
(550  3463 


CIVIC        DESIGN        COMMITTEE 
ACTIUN    RECUMMENDATION  J-Vim 

The  Civic  Design  CoiuiniLtee  of  the  San  Francisco  ARts  Conunission,  at  its 
meeting  ol  April  2|>  1987  ,  reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


FRUJECT  SUJ3MiSSI0N; 


Lighting  Improvements,  Civic  Center   niASE  I»  II>  m 


Al;1'.NJ)A    ITEM:     V. 


1'RESENTED    15Y:    "^'    -Joe    De    Graca,    PUC 


1   CIOR 

.\rvM<;si(iNiRs 

II'  line  N'.'innovski 

11  l.'Uf.rr.i 
'    l're<.i(lcnl 
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'    ,1 1 1 ";  M  f  1 
\  .in\  r.iit-ison 
r  l(o(liij\iir'/ 

I.  l.lll.ll.-(IO 

)  Iti  V'fdcnsky.  |i. 

;iir|(  K.iMfMULRS 
'i  tkiii^  fif  the 
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'.i  mission 


PROJECT  DECRIi'TIOM: 


Placement  of  high  pressure  sodium  lights  in  the  Civic  Center  Area. 
Placement  of  lights  is  illustrated  on  plan  on  file  at  Arts  Commission 
Office.   Addition  of  two  lights  on  the  Polk  Street  side  of  City  Hall. 

The  Committee  asked  the  applicant  to  contact  Cal  Malone  to  discuss 
the  overall  Civic  Center  Master  Plan. 


'.V  Lr-  -;, 


Committee  Recommendation: 


approved 


Subject    to: applicant 


informing  Mr.    Cal/Ialone^f    the    lighting   plans. 


For    the   Committee: 


me^x>r  ^e    light] 


Chairperson 


The  Arts  commission,  at  its  meeting  of  May  4,  1987 

Resolution  No.  ;     5 A  ^^'\  '  "/S^ 

as  indicated  lierein. 


approved  tlie  project  submission 


For  the  Coimuission: 


Director  of  Cultural  Af([)ii 


rs 
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CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION    FORM 

llie  Civic  Design  CoiiiJiiiU tee  of  the  San  Francisco  ARts  Commission,  at  its 
meeting  oi   April  2y,  198^  reviewed  the  following  project  and  reconmiends 
action  to  tlie  Coiuiiiission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:    City  Hall  Roof  Repairs 


rilASEl.  II >  III 


AGENDA  ITEM: 


VI. 


PRESENTED  BY:    Berry  von  Hungen  Groth,  DPW  Architecture 


iiMi-  Ifirr-lcin 
YOU 

If.lDR 

|ii''liiic  Ncmnovski 
<i(tiMit 

iril  I  .il'firtrt 
''icikIciiI 

II  All.-v 
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li.iiM  I'.il'i  ^nn 

t  HodTipiif? 
rivi"'  f    ^^'H 

r.ili.ili'iio 
ilii  Vedciisky.  |i 

Oirif  1(1  MfMUtRS 
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Mini'  romml":slr)n. 
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PROJECT  J)ECRiPTiON: 

Removal  of  existing  fixtures  atop  City  Hall  Dome,  to  be  replaced 
with  non-visible  lights. 


I 

( 


w 


Coimuittee  Recommendation:    approved 


Subject  to 


lit  tee:  XA^^gya^  *^     r^n^> 


For  the  Committee:  y^\^l>/2.t^    ^  "■     /^^'O^'^'**'*-*" ,  CliairpersoiT 

The  Arts  commission,  at  its  meeting  of   May  4,  1987 . 

Resolution  No.:    "^A,"*^!"  "  Lt^^ approved  the  project  submis.si'ut 


as  indicated  herein. 
For  tlie  Commissi 


Director  of  CulLurnJ^  Al.f  air: 


c  SIteel 

|0 

■icK'o.  CA94I0Z 
0  3-163 
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CIVIC        DESIGN        COMMITTEE 
ACTION   IIECOMJ-IENDATION    FOllM 

The  Civic  Design  CoimiiiLLee  of  Lhe  San  Francisco  ARts  Coininission,  at  its 
meeting  oj  April  2g ,  1987^  j-eviewed  the  following  project  and  recoiiuiiends 
action  to  the  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


FROJECT  SUJ3MISSI0N:   Painting  nf  Fptipp  af  War  Mpmnripl  Cnnrfl'i^SE  T,  TT,  TT1 


ACENDA  ITEM: 


VII 


[•RESENTED  BY:  Berry  von  Hungen  Groth 


K.l.KS 
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f  .idriil 

,ll«-y 
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1'  ion 


FRUJECT  DECKIFTION: 


The  existing  fence  will  be  sandblasted  and  primed,   the  rust  and  stains 
will  be  removed.   The  gold  leaf  paint  will  be  replaced  with  a  polyurethaiie 
over  zinc;  the  fence  will  be  painted  a  deep  blue  color.   Project 
budget  is  $26,000. 


■I 


s 


Committee   Recommendation: 


approved 


Subject    to: 


;    /\Zjlb^^^  I '    v^^y^^''^*'^*— ^Ctiairperson 


For    tlie   Conmiittee 

The  Arts  commission,  at  its  meeting  of   May  4,  1987 

Resolution  No.: ^\''%\'  7.'^(/i 

as  indicated  herein. 

For  the  Coumiission:   fV^J^^/  '\^k\i-l(f 

Director  of  Cultural(}Vf fairs 


approved  the  project  submission 
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CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMjMENDATION    FUim 

I'he  Civic  Design  CoimnitLee  of  the    San  Francisco  ARts  Coiiunission,  aL  iLs 
meeting  ul  April  Irj  j    I^o/ ^  j-gyj^e^^gj  (-|jg  following  project  and  reconuuends 
action  to  the  Coimiiission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SU)3MISSI0N: 


350-352  Sutter  Street  Facade 


PHASE 


r   I,  II,  III 


AC1'>NI)A  i'l'l:.M:  VIII 


I'RESENTED  15Y  •  ^^"1  Newman,  Al  Sanchez,  et.  al. 


•Ill-  Irliislcin 
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PROJECT  DECRIPTION: 


Petite  Sophisticate 

Presentation  of  marble  sample  and  lettering  sample  as  requested  by 
the  Committee  at  an  earlier  meeting.   Applicant  also  noted  that 
the  marble  step-down  had  been  eliminated. 

Committee  Recommendation:  TO  reduce  high  contrast  between  color 
of  letters  and  the  light  pink  marble.   Applicant  was  requested 
to  submit  a  new  color  sample  for  the  letters  to  the  Commission 
prior  to  their  installation  on  the  building. 


?^ 


Committee  Recommendation:  approved 


Subject  to:    changing 


colors  nf  1  p.t  t  p.rsf/- n    plimiriqtp  high  rnntragf  hpf^ppn letters  and  marble 


For  the  Committee: 


rp.rs^n   p. 


T 


in^tp    high 


.Chairperson 


Tlie  Arts   commission,    at   its   meeting  of      ^^      '    ^°' 
Kesolutioii    No.:  "oA  '  ?y\  "  2^  V 

as    indicated    lierein. 

For    the   Commission:    C\^n(C    "^VyV^S 

Director   of   Cultural  Ali^fairs 


approved    the    project    submission 


'lydf  SliccI 

ll.viri-..  .1.  CA"4I07. 
550  3'I63 
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CIVIC        D   E   S    i    C   N 


C   0  M  M   1    T   T   E   E 


ACTION   RECUMi'lENDATiON   EUllM 

I'lie    Civic    iJesigii   Cuimiiittee    of    Lhe    San   Francisco   ARLs    Coiiuuissioa,    aL    iLs 
meeting   oi     April    2^,    1987^  j;eviewed    tlie    ioilowing   project    and    recouuuends 
action    to    tlie   Coiiiiiiission   as    indicated;    subject    to   such   conditions   as   may 
be   noted. 


rilUJECT    SUBHiSSiUN 


350-352    Sutter   Street    Facade 


PHASE  I'    II'    m 


Ae^'iNHA 


VIII 


I'KESI^NTl'l)    liY:     Paul    Newman,    et.    al, 


tlOK 

irlinc  Neiiif  lovskl 
ill-Ill 

•M  I  .i(V>r(,i 
'ic<.klciil 

All.-v 
'.  Cuiic^n 
vunn 

«in  r.ilfi^oii 
Kciliicii'-/ 
Ivlic  C    'iwig 
.lli.llriir> 
li  Vp(lcn5ky.  |r 

fHf.K^MrMDLRS 
Iriil'.  o(  (lir 
\ils  Mimim 
V  ('01111111"; <;ioM. 
inj",  CpMiiiil^^lon. 
r'llnii  tincl  I'.ilk 
lllS5iOII 


niUJECT  UEClUl'TiUN 


Casual  Corner 


Applicant  presented  plans  for  signage  which  were  the  same 
plans  as  submitted  on  April  7th.   The  Committee  indicated 
that  the  repeating  logo  was  not  acceptable. 

The  Committee  members  and  the  applicants  agreed  to  reduce 
the  logs  to  four  repetitions;  one  logo  each  in  the  second, 
third,  sixth  and  seventh  bays. 


IS 


Coimiii 1 1 e e    Re c oiiime nda t io n :     approved 


Subject    to:    t^T/^'j^T^.-^"  .■■"''•'■ 


/\Urm,     (.     f^^t^^-^^'hairperson 


For  the  Committee; 

The  Arts  commission,  at  its  meeting  of 

Resolution  No.  ;     ^A^  •"  %^--7J^ 


May  4,  1987 


approved  the  project  submission 


as    indicated    lierein. 
For    tlie   Coiuiiiissio 


•I  I 


i5  Hyde  Street 

uite  319 
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DOCUMEiSiTS  DEPT. 

AUGC5     1988 

SAN  FKANOSiaCO 


CIVIC  DESIGN  COMMITTEE  MEETING 

19  MAY  1987 

3:00-5:00  p.m 

MAIN  LIBRARY,  CIVIC  CENTER 

THIRD  FLOOR  COMMISSIONERS  ROOi^' 


MYOR 

)ianne  Feinstein 


;OMMISSIONERS 

acqueline  Nemerovski 
resident 

obert  LaRocca 
ice  President 

ernon  Alley 
imothy  Duncan 
aniey  Eichelbaum 
>  Hanson 
'illiam  Paterson 
nna-Marie  B.  Metwally 
eorge  T.  Rockrise 
!ter  Rodriguez 
jselyne  C.  Swig 
'lix  M.  Warburg 

OFFICIO  MEMBERS 
esidents  of  the 
le  Arts  Museum, 
irary  Commission, 
inning  Commission, 

creation  and  Park 
immission 


RECTOR 
'lire  N.  Isaacs 


AGENDA 


PRIVATE  SUBMISSIONS  PHASE (S) 

I.   Encroachment  permit/950  Van  Ness  Avenue  I,  II,  III 

Euro-Motors,  Inc. 

SUBMISSIONS  BY  DPW/BUREAU  OF  ACHITECTURE 

II.   Relocation  of  Northern  Police  Station/  III 

Mark  Primeau 

III.   Public  Restrooms/Siting  Only/Woody  Jones  I 

IV.   Portsmouth  Square  Elevator  Building/Shannon  Maloney    I 

V.   Civic  Auditorium/Installation  of  new  exit  doors,       I,  II,  III 
new  concrete  stairs  and  landings/Jane  Gee 

VI.   Civic  Auditorium/Installation  of  loading  dock  I,  II,  III 

rolling  doors/Herbert  Chee 

VII.   Fulton  Clubhouse  Renovation  /Berry  von  Hungen  Groth    I,  II 


lui?''  /SUV  '■Jss^ 


fiao.  so 


ii(Mncl-.-".CAr»<l 
5  550  3463 
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■i<Liin 

II  I'.ili'i^nii 
■I  Hr-'(liipiir-7 
■Iviii'  (     '>wi5> 

l.l'i.lll'MO 

lilVcdcnsky.  |i 

1)1  rif  \0  MFMUfRS 
ItlriiC,  (■.(  iIh- 
AiK  Miiiriim. 
ity  '".'iKiiiii^^inii. 
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(J    i   V   1   c 


IJ    !■    S    1    G    N         C   0   M  M   i    T   T   E   E 


DOCUMENTS  DEPT. 

AUG  3     ^283 

SAN   FRANCtSCO 
Du«»   in    «.IRwAPV 


ACTION    RECUM^lENDATiOM    FUim 


The    Civic    Uesigii    CoimuitLee    of    Llie    San    Francisco   ARts    Coiiuiiission,    aL    Itv 
meeting   gilF  May    19,    1987       ,  reviewed    the    foilowing    project    and    recouuiiends 
action    to    the    Coiiiiiiission   as    indicated;    subject    to    sucli   conditions    as    may 
be    noted. 


I'RUJECT    SUJ3MiSSiUN:  Encroachment   Permit/950   Van   Ness   Avenue 

PHASE  I,    11,    ill 

ACENDA    i'l'EM:       1                       I'RESENTElJ    BY:           EuroMotors,    Inc. 

Mr.    Don    Pcdersen 

PROJECT  DECRiPTiON: 


One  18"  diameto:  base  with  12"  tapering  pillar  supporting  a 
double-faced  clock.   14"  set  back  to  18"  diameter  pillar 
base  from  curve  facing.   Clock  to  be  placed  in  front 
of  EuroMotors.   Clock  height  =  13' 0";  Clock  diameter  =  36". 

Specifications  on  file  at  Arts  Commission  Office. 


IP 


Committee  Recommendation;    approved 


Subject  to: 


For  the  Committee: 


/  •  (l^^^TTvC/v-t-^ — ^Chairperson 


The  Arts  commission,  at  its  meeting  of 
Resolution  No.  :  (^\  -  ^^  ""  7y[D 


June    1.    1987 


approved    tlie    project   submissiun 


as    indicated   herein. 
For    the   Coiiiml 


ission:     (%it     r^^W^XiT/i] 

DitecLor   of    CulturaJ()Af fairs 
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CIVIC        DESIGN        COMMITTEE 
ACTiUN    RECOMMENDATION    EUIIM 

The    Civic    Design   Coiiiinit Lee    of    lilie    San   Francisco   ARts    Coiiunission,    at    its 
meeting   oi       May    19,    19R7    > reviewed    the    loiiowing   project   and   reconuuends 
action    to    tlie    Coiiunission   as    indicated;    subject    to    such   conditions    as   may 
be    noted. 


PROJECT   SUJiMiSSiON: 


Relocation  of  N.    Police   Station 


riLASE  ■'-■'--'- 


AGENDA   ITEM:     II 


PRESENTED  BY: 


Mark  Primeau 


•  Iriiislcin 
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PROJECT  DECRlPT'iON: 


Final  details  of  design  of  Northern  Police  Station.   Placement 
of  exterior  tile,  measuring  12"  x  12"  in  grey-green  color. 
Cornices  to  be  of  aquamarine  tiling. 

Grey-blue  stucco  on  upper  level  with  fibberglas  moldings. 

Police  logos  to  be  placed  on  top  of  each  column;  logos  to  be 
done  in  ceramic.    Lighting  to  be  placed  on  every  second  column. 

Committee  recommendation:  To  palce  the  City  seal  on  the  interior 
wall  rather  than  to  repeat  the  police  logo. 


Committee  Recommendation: 


approved 


Subject    to: 


II 


For    the    Committee: 


/  •     T  ^^'ji'tu.-t^    >  Chairperson 


Tlie  Arts   commission,    at    ris   meeting   of 

Resolution   No.  ;  (pV-'^\  "    7?)r\ 

as   indicated   lierein. 

For    the    Commission:_CJ)MP.    I^JMrAJTfl 

DiL-ecl:or    of    CulturaAAf f air; 


June    1.    1987 


approved    tlie    project    subinis;:i.oii 
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CIVIC        DESIGN        C   0   M  M   1   T   T   E   E 
ACTION   RECUMMENDATION    FURM 

I'he    (Jiv.Lc    Design    Coniiiiit Lee    of    Lhe    San    Francisco   ARts    Coiiunission,    at    iLs 
lueeLing    oL      May    19,    1987     ,  reviewed    Lhe    loiiuwing    projecL    and    recoiiuiieiids 
acLion    Lo    Lhe    Coiiiiiiission   as    indicated;    subject    to    such   conditions    as    may 
be    noted. 


r RUJECT   SUBMiSSlUN;    DPW   Study/    Siting   of   Public   Restrooms        FILASE    I 


AGENDA    ITEM:         III 


V  IfiiiMciii 


MR 
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PRESENTED  I5Y:  Woody  Jones,  Bureau  of  Architecture 


PRUJECT  DECRlPTiUN: 


DPW  study  of  recommendations  for  the  siting  of  public  restrooms. 
Applicant  informed  Committee  that  approximately  $300,000  has  been 
allocated  to  build  and  place  restrooms  across  the  City.   Restrooms 
to  be  maintained  by  DPW  or  other  City  agencies  as  sited.   Restrooms 
will  be  designed  and  built  by  a  General  Contractor. 

The  Committee  recommended  that  1)  Whenever  possible  the  restroom 
facilities  should  be  integrated  into  building  facades  and  2)  wherever 
possible  the  restrooms  should  be  underground  rather  than  above  ground. 

Comments,  recommendations  and  approvals  as  per  attached  list  per  site 


ill 


Committee  Recommendation:   apprnvp.H 


list  of  recommendations^  and  c 


For    the    CoiiuiiiLLee: 


ojmmpj 


7 


/cV2^T,*-*e 


Subject    Lo;      attached 


The   Arts   coimiiission,    at    its   meeting  of 
Resolution    No.  :        CoV  -   6  Tt    '    '\J\'^ 


, Chairperson 

■Tunp.    1,     1987 


approved    Llie    projecL    submissioi' 


as    indicated   lierein. 
For    tlie   Comiiiissi 


--■■  cW' 


COMMISSION 
SAN  FRANCISCO 


Hyde  Street 
te  319 

Francisco,  CA  94102 
i  558  3-163 


On  May  19,  1987,  the  Civic  Design  Committee  made  the  following 
recommendations  in  response  to  the  Bureau  of  Architecture's 
site  study  for  public  restrooms: 


YOR 

nne  Feinstein 


1.   Union  Square:   Recommendation  for  DPW  to  study  the  necessity  of 
placing  additional  restrooms  in  this  area  relative  to  existing 
facilities. 


MMISSIONERS 

queline  Nemerovski 
sident 
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2.  Hallidie  Plaza;   Recommendation  to  reclocate  site  out  of  view  of 
the  Powell  Street  Cable  Car;  recommendation  to  consider  siting 
the  restrooms  along  the  Northeast  side  of  Market  Street. 

3.  Bay  and  Taylor  Turnaround;   Suggestion  to  consider  expanding 
the  existing  Muni  shelter  to  include  a  toilet  facility. 

4.  Victorian  Park;   Approval  of  site  near  the  Dolphin  Club/Jefferson 
Street;  recommendation  to  improve  the  existing  toilet  facility 

in  that  area  and/or  to  renovate  the  existing  pump  station  into 
a  toilet  facility;  Committee  opposition  to  building  a  separate 
restroom  at  this  site. 

5.  North  Beach;   No  objection  to  site  proposed  at  the  School  for 
Business  and  Commerce.  Recommendation  for  DPW  to  restudy  North 
Beach  area  for  alternative  sites. 

6.  Market  and  Castro;   Recommendation  that  DPW  confer  with  PUC 
to  integrate  site  proposals  with  the  new  Transit  Plan  Study; 
approval  of  site  at  the  Muni  turnaround  if  it  does  not  conflict 
with  the  PUC  Transit  Plan. 


3^ 


'i^ 


7.  Tenderloin;   Approval  of  site  at  McAuley  Park. 

8.  Civic  Center;   Committee  opposition  to  additional  structures  for 
Civic  Center;  recommendation  that  DPW  consult  with  Committee 
for  the  Civic  Center  Master  Plan;  recommendation  to  integrate 
restrooms  with  the  State  Building  site  if  possible. 

The  Civic  Design  Committee  further  recommended  that  all  new  public 
restrooms  be  integrated  into  building  facades  whenever  possible  and 
that  whenever  possible  the  restrooms  should  be  built  underground. 

The  Committee  also  recommended  that  all  proposed  sites  be  included  on 
the  large  site  map  prepared  by  DPW  and  that  two  to  three  alternatives 
be  proposed  for  each  location. 
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C    i    V    J.    c 


DESIGN 


C   0   M  M   I   T   T   E   E 


ACTION   RECUWIENDATIQN    EUim 

'll\e    Civic    Design   Cuiiimittee    of    the    San   Francisco   ARts    Coiiunission,    at    its 
meeting   "  ^^       May    jQ.     ]  Q«7    >i-"evit^wed    the    ioliowing   project    and    reconuiiends 
action    to    the    Coiiimission   as    indicated;    subject    to    sucli   conditions    as    may 
be    noted. 


i'RUJECT    SUBMiSSiUH:       Portsmniith    Square      Elevator   Bldg. 


PHASE  T 


ACENDA    ITEM; 


IV 


I'RESENTED    15Y:       Gordon    Chong 
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RRUJECX  DECRirTION: 


Applicant  stated  that  Recreation  and  Parks  Dept.  had  requested  that 
the  existing  elevator  be  reduced  in  size  or  relocated  to  accomodate 
park  rehabilitation  plans.   Applicant  will  relocate  the  elevator  to 
flank  the  bridge  between  the  park  and  the  Chinese  Cultural  Center. 
The  elevator  building  will  have  a  blue  tile  roof  and  an  entrance 
portal  to  the  bridge  (non-enclosed) .  It  will  have  an  elevated  pitch^J 
terrace  with  ornamentation  on  the  gables.  The  exterior  will  be  of 
split  block  with  concrete  columns. 

The  Committee  requested  that  the  original  landscape  architects, 
Royston,  et.  al.  be  asked  to  complete  the  landscaping.   Bob 
Appleton  of  DPW  Architecture  responded  that  the  landscaping  was  to 
be  provided  by  DPW  Rec  and  Park  Engineering.   Coimiiissioner  Rockirise 
requested  that  a  letter  be  sent  to  DPW  to  confirm  the  above 
request. 


'I 


Committee  Recominendation;  approved 
recommendation. 


Subject  to 


above 


recommendation. — ^  y c:^  T~ y~^ 

For  tlie  Committee:  yyj^ ^.fx^^yx^    // y  c:^rVll^>.a^hairperson 

The  Arts  commission,  at  its  meeting  of JUne  1,  1987 


Resolution  No.:  [J\'    ^"X^lS^  ^ 


approved  the  project  submissicui 


as  indicated  herein, 
For  tlie  Commission: 


C^ttxtc    '^'m^i 


Director  of  Cultural  Affairs 
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C    i   V    i   c 


DESIGN 


C   0   M  M  1   T   T   E   E 


ACTION    RECUMMENDATION    FUPJ^l 

'I'lie    Civic    Design   CoiiiiiiiLLee    of    Lhe    San   Francisco   ARts    Coiiuuission,    al    iLs 
meeting   u£    May    19,    19o7      , reviewed    Lhe    foiiowing    project    and    recouuuends 
action    to    tlie    Coiiuuission   as    indicated;    sul:)ject    to    such   conditions   as   may 
be    noted. 


Iciiislfiii 


PRUJECT    SUJJHiSSiUN:       Civic   Auditorium/New  Doors    &    landings     PHASE     j.    IT.     i  J_[ 


AGENDA    iTEM:  V 


L'RESENTED    liY:         Jane    Gee.    DPW   Arr.hi  ter.tnrP 
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FRUJECT  DECRIPTION; 

Applicant  stated  that  the  Board  of  Supervisors  has  requested  that 
the  exisiting  doors  surrounding  the  Civic  Auditorium  be  modified 
to  remove  the  recessed  areas  which  are  being  used  by  transients  as 
sleeping  quarters.   The  code  requirement  is  for  5  foot  landings; 
the  new  stairways  will  be  designed  to  encroach  an  additional  five  feet 
onto  the  sidewalk.   New  stairs  would  be  within  the  bulkhead  area. 
There  will  be  18  exit  doors;  costs  will  be  between  $150,000  to 
$250,000  depending  on  the  type  of  doors  and  railings  to  be  used. 


Committee  Recominendation; 


approved 


Subject  to: 


'■i'.> 

m 


FoL"  the  Committee 


/ '  (y<C^x^v<'v-.^hair person 


The  Arts  commission,  at  its  meeting  of 

Resolution  No.  :   ^A"  ^^  "^     "{.^A 

as  indicated  herein. 


For  the  C 


June  1,  1987 


approved  tlie  project  submissiun 


onuuission: &k^lL_:2MA{m__ 

Director  of  Cultural  A/ftairs 
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CIVIC 


DESIGN 


COMMITTEE 


ACTION   RECUMMENDATION   FOllM 

Tl\e    Civic    Design    CoiiiiiiiLLee    of    tlie    San   Francisco   ARts    Coiiuiiission,    aL    iLs 
lueeLing   uj"     May    19,    1987     ,  reviewed    Lhe    foiiowing   project   and   recoimneuds 
action    to    tlie   Coiiiiiiission  as    indicated;    subject    to   such   conditions   as   may 
be   noted. 


PROJECT   SUBMISSION:  Fulton   Clubhouse   Renovation 
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ACENDA    ITMl 
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PROJECT  DECRiPTiON; 


Renovation  of  Clubhouse  at  Fulton  and  22nd  Avenue.   Budget  aprpoximately 
$105,000.   Addition  of  new  roof,  alarm  system,  new  flooring,  handicap 
acess  to  restrooms,  replacement  of  light  fixtures,  new  kitchen  floors, 
improvement  of  existing  kitchen  cabinets.  Roof  will  be  replaced  with 
a  metal  roof  of  galvanized  sheet  steel. 

Applicant  presented  color  samples  for  interior  and  exterior.   The  Committee 
recommended  that  the  blue  to  be  used  on  the  exterior  be  deepened,  and  that 
the  applicant  reconsider  the  proposed  floor  color  which  the  Committee  felt 
to  be  too  light  and  non-descript. 

The  Committee  discussed  the  Art  Enrichment  possibilities  for  the  project. 
Their  recommendation  was  that  the  grill  and/or  the  breast  of  the  fireplace 
be  utilized  for  Art  Enrichment  (i.e.  either  a  decorative  grill  or 
ceramic  tiling  for  the  breast  of  the  fireplace) .   Art  Enrichment  budget  will 
be  approximately  $2,000. 


1^ 


Committee  Recommendation;    approved 
recommendations 


Subject  to:    above 


Fur  the  Committee; 


y%Jj^_^-ij^^  ^    ^^    (/  ^^g^'^^Vt^  ,  Chairperson 


Tlie  Arts  commission,  at  its  meeting  of 
Resolution  No.  :     Ul  'S^'^  "  "VW 


June    1,    1987 


approved    tlie    project    s'lbinis  •)' 


as    indicated   herein. 
For    tlie   C 


o.maission:      ^\^it.    "^RM^     \iV^ 

Director   of   Cultural  AMairs 
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CIVIC        DESIGN        COMMITTEE 
ACTIUN    RECUMMENUATION    FUim 

'I'lie   Civic    Design   Coiiiiiiittee   of    tlie    San   Francisco  AllLs   Commission,    aL   iLs 
iiieeLing   ol    May   19,    1987      ,  reviewed    Che   foiiowing  project   and   reconmiends 
action   to    the   Commission  as   indicated;    subject    to   such  conditions   as   may 
be    noted. 


rilUJECT   SUBMISSION: 


Civic   Auditorium  Loading   Dock 


PHASE     I.    II, III 


AGENDA    iTlLM: 


VI 


i'llESENTED   J3Y:         Herb   Chee,    DPW  Architecture 
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ri'vOJECT  DECiai'TION; 

Placement  of  rolling  grills  over  the  loading  docks  on  the  Hayes  St, 
side  of  Civic  Auditorium.  Loading  docks  will  not  affect  clearance, 
Grills  will  be  of  anodized  aluminum. 


DOCUMENTS  DEPT, 

AUGO     1983 


Committee  Recommendation;    approved 


Subject  to: 


U 


For  the  Conmiittee:  xXJg<yc--^  '    ^/ wg^/L<^>^^  Cliairperson 

The  Arts  commission,  at  iTis  meeting  of July  6,  1987 

Resolution  No. :__76-87-299         

as  indicated  herein. 

For   the  Coimiiission;         Oyi\\(^    '^^M^^ 

Director  of  Guitural'Anairs 


approved   the  project  submivSsLo; 
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JUN  15  1987 

San    FRANCISCO 
PUtJLIC   LIBRARY 
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^     CIVIC  DESIGN  COMMITTEE 

■^  16  JUNE  1987 

C  3:00  -  5:00  p.m. 

MAIN  LIBRARY,  CIVIC  CENTER 
THIRD  FLOOR  COMMISSIONERS  ROOM 
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I  :reation  and  Park 
(  mmission 


Ct  ECTOR 
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A  G 
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PHASE(S) 


PRIVATE  SUBMISSIONS 

1.   Chinese  Hospital  Parking  Expansion/ 

Trenton  Alley  &  James  ALley/Mr.  Pius  Lee 

II.   Encroachment  Permit/720  Market  Street/ 
Kinya  Tsuruta  Associates 

III.   Kioban  Design  Review/Office  of  the  Mayor/ 
Mark  Primeau 

SUBMISSIONS  BY  DPW/BUREAU  OF  ARCHITECTURE 

IV.   Garfield  Pool  Alternations  and  Additions/ 
Bob  Appleton 


I,  II,  III 
I,  II,  III 
I,  II,  III 


I,  II 
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CIVIC         DESIGN         COMMITTEE 
ACTION    RECOMJ^IENDATION    FOllM 


DOCUMENTS  DEPT. 

AUG  a    198a 

PUBLIC   L'RWADv 


The    Civic    Design   Coiniiiittee    of    the    San   Francisco   ARts    Commission,    at    its 
meeting   of    16   June    1987       ,  reviewed    tlie    foilowing    project    and    reconuueuds 
action    to    tlie    Coiiiiiiission   as    indicated;    subject    to    such   conditions   as   may 
be    noted. 


PROJECT   SUJ3MISSI0N: 


Lake  Merced  Boathouse 


PHASE 


AGENDA    ITEM:       AHHifion       PRESENTED    BY:      Ton,   Pnc^.n 
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PROJECT  DECllIPTION: 


Project  was  not  reviewed  due  to  insuffcient  materials  by  applicant 

Applicant  was  requested  to  bring  in  site  photos  and  architectural 
renderings  of  the  proposed  redesign/additions. 


's 


Committee  Recommendation: 


not  approved 


Subject  to: 


For  the  Committee:  /^OYim^      ^'        '^^^^^"^■^'^  Chair 


''^ 


■person 


The  Arts  commission,  at  its  meeting  of 
Resolution  No .  : 


approved  tlie  project  submission 


as  indicated  lierein, 
For  tlie  Commission: 


Director  of  Cultural  Affairs 
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C    I    V    J.    C        DESIGN        COMMITTEE 
ACTION    RECOMMENDATION    FOllM 

The  Civic  Design  CoiiuniLtee  of  the  San  Francisco  ARts  Coiiuiiission,  aL  its 
meeting  of  16  June  1987   ,  reviewed  the  following  project  and  reconuuends 
action  to  tlie  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION; 


Garfield  Pool  Alterations 


PHASE 


li-iii";t('in 


AGENDA  ITIJl; 


IV     PRESENTED  BY:    Jorge  Alfaro/DPW  Architecture 
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PROJECT  DECRIPTION: 


Alterations  and  additions  to  existing  pool  at  26th  and  Harrison. 
New  addition  will  allow  control  into  the  pool  area  and  the  locker 
area;  visual  access  to  the  nearby  tot  lot.   Removal  of  existing  canopy 
to  be  replaced  with  a  4  foot  overhang.   Overhang  will  be  sloped  to 
prevent  climbing. 

Architect  noted  that  there  is  an  existing  wall  mural;  redesign  would 
remove  6"  of  mural  on  either  side.*   Budget  is  $35,000  for  exterior 
work  to  include  the  relocation  of  two  existing  doors. 

Rec*  Committee  noted  that  it  is  against  the  California  Art  Preservation 

Act  to  destroy  or  altar  artwork  and  that  therefore  the  mural  must  be 

left  as  is.   The  Committee  requested  that  the  architect  investigate 

the  origin  of  the  mural  to  determine  how  to  maintain  in  during  construction. 

The  Committee  also  suggested  changing  the  existing  tile  on  the  kiosk 

and  to  chip  off  the  existing  tile  and  finish  it  with  stucco.  • 

Requested  for  Phase  II,  material/color  samples. 


Committee  Recommendation;  approved 


Subject  to: 


above  reccommendations 


ations 


For  the  Committee 


irperson 


The  Arts  commission,  at  its  meeting  of    6  July  1987 

76-87-302 


Resolution  No, 


as  indicated  herein. 


approved  the  project  suL)iiiiss ion 


For  the  Commission: 


Director  of  Cultural  Affairs 
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COM  M  I  T  T  E  E 


ACTION  RECOMMENDATION  FOIIM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Conunission,  at  its 

meeting  of , reviewed  the  following  project  and  recommends 

action  to  the  Commission  as  indicated^  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION;  S.F.  Int'l  Airport  Post  Office 

Loading  Dock 
PRESENTED  BY: 


PHASE  I.  II.  Ill 
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PROJECT  DESCRIPTION: 

Project  was  reviewed  prior  to  the  full  Arts  Commission  meeting  on 
July  6,  1987  and  recommended  for  approval  by  the  Civic  Design 
Committee  Chairman,  George  Rockrise.   Recommendation  was  for 
approval  of  plans  as  submitted  for  Phases  I,  II,  III. 


Committee  Recommendation:    Approved 


Subject  to: 


ion  at  its  meeting  of July  6,  1987 


For  the  Committee 

The  Arts  Commissio 

Resolution  No.:    CD  -  76  -  87  -  319 


approved  the  project  subiiiis;?:i  <in 


as  indicated  herein. 


Ilyclr  'itrcet 

fi.iMri.'vvCA  "4107 
50  3463 


i' 


C    i   V   J.   c 


DESIGN 


C   0   M  M   1   T   T   E    E 


ACTION  RECOMJ^IENDATION  FUim 

'L'lie  Civic  Design  Coiiiiiiit tee  of  Llie  San  Francisco  ARts  Coimnission,  at  its 
meeting  oL     ]  (^  June  1987   >  reviewed  the  following  project  and  reconuuends 
action  to  tlie  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


i'RUJECT  SUBMISSION: 


Kioban  Design  for  Powell  Street 


niASEi,  II,  III 
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II 
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PROJECT  DECRIPTiON 


Design  of  Police  Kioban  for  Hallidie  Plaza  (Powell  and  Market) . 

Kioban  to  be  of  stainless  steel  (14  gauge);  with  corrugated  roof 

of  galvanized  steel  which  will  be  painted.   Stainless  steel  roll-down 

windows.    Kioban  to  be  on  four  wheels.   Roof  will  reflect  a  cable  car 

design. 

The  SFPD  insignia  will  be  in  gold  and  blue  and  will  identify 

the  kioban  as  a  police  station.   The  kioban  will  liave  glazed 

windows  and  will  have  access  to  the  SFPD  computer  system. 

Committee  Recommendation:   To  repeat  the  Police  Station  Identification 
on  the  rear  side,  facing  Market,  to  identify  it  from  the  opposite 
point  of  viewing. 


Commit  tee  Recommendation; 
recommendation 


approved 


Subject  to:    above 


For  the  Committee:  /C;^yM/-  / .  uC<g^</^»^<^Cliairperson 
Tlie  Arts  commission,  at  its  meeting  of       "  July  1987 


Resolution  No, 


76-87-301 


approved    the    project    subiiiissiou 


as  indicated  herein. 


ill 


For    tlie   Coimnission: 


DiL-ector  of  Cultural  Affairs 


Hy'''"  S(rcL't 

iri.iiiclvn.  CA04I0? 
) 55U  3463 


C  i  V  i  c 


IJ  E  S  i  G  N 


C  0  M  M  I  1'  T  E  E 


ACTION  RECOMi^ll^NDATION  FOllM 

The  Civic  Design  Committee  of  the  San  Francisco  ARts  Coiiuuission,  at  its 
meeting  u£      June  ib,  ^"o ^ , reviewed  the  foiiowing  project  and  recommends 
action  to  tlie  Commission  as  indicated;  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMiSSlON;   Chinese  Hospital  Parking  Expansion     THASE  i. 


AGENDA  iTl'.M; 


PRESENTED  BY:   Mr.  Pious  Lee 


r'  i'..i,Ks 

I     (JOR 

I  .\MmsiONf  RS 

I   Mr  linr  Nciii''iovski 

I   Kln.l 

C  :rl  I  .iRnrca 
V   I'lesi'lcul 

\    (.r>  Alli-v 

R    IvMi-  r  "  ^wit; 
"  li  V'eclcnsky.  |i. 
nrio  MfMBLRS 

■  r,K  nf  the 

I  Oinmission. 
.',  ('pniini'iiion, 

linn  ,1ihI  I'illk 

MSSiOll 


PROJECT  DECRiPTlON: 

Additoin  of  two-story  parking  area  behind  Trenton  Alley.   The  parking 
area  will  be  two  stories  below  grade  and  will  be  used  for  private 
parking  (Hospital  staff,  etc).   Space  for  9  cars  per  level. 
No  ramps  due  to  staggered  levels. 


Committee  Recommendation: 


approved 


Subject  to: 


For  the  Committee: 


/   r^^rWUc^-UIiiair 


person 


The  Arts  commission,  at  its  meeting  of    July  6,  1987 
Resolution  No.:   76-87-300 


approved  the  project  submission 


as  indicated  lierein, 


$% 

:.}l*\-\ 


^i^y 


For    tlie   Commission; 


Director  of  Cultural  Affairs 


"?/u/ST 


5  Hyde  Street 

uite  319 

an  Francisco,  CA  94102 

15   558  3463 


DOCUMENTS  DEPT. 

AUG  3    isea 

SAN  FRANCISCO 
PU 9LIC  I.IRPADV 


CIVIC  DESIGN  COMMITTEE  MEETING 
21  JULY  1987,  3:00  -  5:00  p.m. 
MAIN  LIBRARY,  CIVIC  CENTER 
THIRD  FLOOR  COMMISSIONERS  ROOM 


<AYOR 

ianne  Feinstein 


OMMISSIONERS 

cqueline  Nemerovski 
esident 

jbert  LaRocca 
ce  President 

!rnon  Alley 
■nothy  Duncan 
aniey  Eichelbaum 

i  Hanson 

I  '"'am  Paterson 

Marie  B.  Metwally 
^e  T.  Rockrise 

f  ter  Rodriguez 

I  'selyne  C.  Swig 

I  lix  M.  Warburg 

y  OFFICIO  MEMBERS 

sidents  of  the 
e  Arts  Museum, 
rary  Commission, 
nning  Commission, 
creation  and  Park 
♦  mmission 


ItECTOR 
tire  N.  Isaacs 


AGENDA 


PRIVATE  SUBMISSIONS  PHASE(S) 

I.   Sprankle,  Lynd  and  Sprague/SFO  Hilton      III 
Landscape  and  Exterior  Renovation/ 
Dick  Groves,  Gary  Frye 

II.   Alfred  Sanchez,  Inc. /Petite  Sophisticate    III 
Signage/352  Sutter  Streer 

III.   Spectrum  Foods,  Inc. /Metal  Benches  at      I,  II,  III 
524  Van  Ness  Avenue 

SUBMISSIONS  BY  RECREATION  AND  PARKS 

IV.   Plaque  for  North  Beach  Tot  Lot  in         I,  II,  III 
Honor  of  Nan  Becker 


SUBMISSIONS  BY  DPW/BUREAU  OF  ENGINEERING 

V.   Ghiradelli  Rustic  Card  Shelter/Golden 
Gate  Park/Edward  Janelli 

SUBMISSIONS  BY  THE  PUC 

VI.   Moccasin  Maintenance  Facility:  Electric 
Shop/Fuel  Island 

DISCUSSION  OF  CIVIC  DESIGN  GUIDELINES  AS  PREPARED 
BY  MICHAEL  BELL 


III 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMJ^IENDATION    FORM 


^"IflU'./LAjjl^ 


5  Hydr  Street 

iritesio  Tli^-Clvic    Design   Committee   of    the    San   Francisco  Arts     Commission,    at    its 

:Vi  Tr.incisco.OV  94102 

15  558  3463       meeting  of  July  21,  1987  >  reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated^  subject  to  such  conditions  as  may 
be  noted. 


i.vinr  Teinstein 
AYOR 

|.iiic  N  ls<^<Acs 
!  RtClOR 

iDMMISSlONF.RS 
I  :(|iirlinc  Nemerovski 
Jesklenl 

I'l'— •'  LiRoccii 
Siclent 

immo  Alley 
nolhv  Duncan 
H.iii<;on 
illitin>  l\ilerson 
ic(  Rodriguez 
sclyiic  C  Swig 
V  T,ili,ifcrro 
ni(ri  Vedensky.  |r. 

OrritlOMEMBtRS 
•■iidcnts  of  the 
c  Arls  Museum, 
i.iry  Commission, 
iiiiino  Commission. 
ric.ilioii  ,incl  Park 
niniission 


PROJECT  SUBMISSION:   SFO  Hilton  Renovation  and  Landscaping  FlIASE  III  (,i) 

PRESENTED  BY;      Dick  Groves  and  Gary  Frve 

PROJECT  DESCRIPTION; 

Applicants  presented  third  phase  plans  for  renovations  and  landscaping 
of  the  outdoor  area  of  the  SFO  Hilton.   Phase  III  (a)  was  approved 
with  Phase  III  (b)  pending  submission  of  color  submittals.   Applicant 
indicated  that  graphics  and  signage  will  be  done  after  construction  ends. 


DOC  U  ME  NTS  DEPT. 

AUG  3     1593 

SAN  FRANCISCO 


Committee  Recommendation:  approved 


subject  to  color  submittals. 


Subject  to:  Phase  II  (b) 


For  the  Committee: 


..■^,-^,(ArUv^.[f^//1.Chairperson 

The  Arts    Commission    ^    iVUs   meeting  of  0    V^^^SI^  ^      i|  A    ^ 

olution  No.  ;       9^"^    "    d\-    ^^[q 


Res 

as  indicated  herein. 


approved  the  project  sul^mission 


Tir^ 


I 


5  Hyde  Street 

jite  319 

(n  Ft<inclsco.CA  94102 

15  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FOKM 

The  Civic  Design  Conunittee  of  the  San  Francisco  Arts  Commission,  at  its 
meeting  of  July  21,  1987  , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated,  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION; 


Petite  Sophisticate  Colors 


PHASE    III  supplemei 


PRESENTED  BY: 


Alfred  Sanchez 


iinnr  feliislcln 
^YOR 

fiiic  N  Isaacs 
RtCIOR 

)MMIS5IONf.RS 
quelirie  Nemetovski 
•sicleni 

siclent 

non  Alley 

lolliy  Duncan 

H.mson 

lUni  P.Kerson 
'  et  Rodiiguei 
I  ;elyne  C  Swig 
I '  Tallciferro 
hitri  Vedensky.  |r. 

lOrriCIO  MtMBtRS 
1  sidenis  o(  the 
I ;  Alls  Museum. 
1  i^ry  Commission, 
I  inliip.  Commission. 
I  teotioii  iind  Park 
(  timisslon 


PROJECT  DESCRIPTION; 

Applicant  presented  final  color  samples  for  the  lettering  for  Petite 

Sophisticate  at  352  Sutter  Street.   The  Committee  reviewed  the 

color  samples  and  selected  color  number  3  (on  file) . 


Committee  Recommendation: 


Subject    to: 


For    the   Committee :^jyp(/>^^   {OCWW^       [7/f]> Chairperson 
The  Arts    Commission/\t  Vlts   meeting  of    Mgust   3,    1987 

Resolution  No.:  S^"^^  t^T  ^^V( 

as  indicated  herein. 


approved  the  project  submissdon 


!■;  Hyde  Street 

,  lite  3 1 0 

'in  Fr.inclsco.CA  94102 

:15  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION    RECOMMENDATION    FORM 

The    Civic  Design  Coiiuuittee  ol  the  San  Francisco  Arts  Commission,  at  its 
meeting  of  21  July  1987   , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated^  subject  to  such  conditions  as  may 
be  noted. 


■iiinr  Fcinsteln 
^YOR 

ilie  N  Isfl.ics 
REC10R 

»MWIS5IONtRS 
l^qurliiie  Nemerovski 
sklent 

bert  l.iRocca 
'  "siclcnt 

Alloy 

lOlhy  Duncan 

Hflnson 

.Hani  Piileison 

er  Rodriguez 

■sclyne  C  Swig 
I'tali.ifciro 
I  ;itrl  Vedensky.  |r. 

I  OrriCIO  MEMBERS 
I  sidenis  of  the 
I  •  Alls  Museum. 
I  ory  Commission, 
I  miiip.  Commission. 
I  icilion  .ind  Park 
(  iiinission 


PROJECT  SUBMISSION;    Spectrum  Foods/Metal  Benches 
PRESENTED  BY:  Mark  Stevens  


PHASE  I,  II,  III 


PROJECT  DESCRIPTION; 

Plans  to  place  benches  in  front  of  Spuntino's  Restauant  on  Van  Ness. 
Benches  will  be  placed  adjacent  to  the  conctrete  curb.  Benches  will 
be  form  and  surfaces  in  wicker-style,  of  black  enamelled  metal. 


Committee  Recommendat 


±on:J>mMEl 


Subject    to: 


iKa  meeting   of  \   lAu 


For    the    Committee; 

The   Arts     Commission 

Res< 

as  indicated  herein. 


, Chairperson 
gust  3,  1987 


solution  No.:     ^^^SsT""    S^K 


approved    the   project   submiss  i.ci 


wf  *»\V 


■lycle  Street 

e3l9 

Frflnclsco.  CA94I0Z 

558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission,  at  its 
meeting  of  July  21,  1987  , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  Indlcatedi  subject  to  such  conditions  as  may 
be  noted. 


■nr  feinslein 
•OR 

N  ls<i<ics 
CIOR 

^MISSIONERS 
I  iclrne  Nemerovski 
n  :tent 

r  ti  l.iRocca 
esident 

P'  )n  Alley 
r  thy  Duncfln 

III  r.iletson 
f    Rodriguez 
0  yiic  C  Swig 
9  ili.ifctro 
r  I  Vedensky.  |r. 

K  TICIO  MEMBERS 
r«  lenls  of  the 
n  \rt5  Museum. 
b  y  Commission. 
Ifl  ng  Commission, 
ei  fltioii  .ind  Park 
o  nission 


PROJECT  SUBMISSION:  Plaque  for  North  Beach  Tot  Lbt 
PRESENTED  BY:   Deborah  Learner,  Rec  and  Park  Dept. 
PROJECT  DESCRIPTION: 


Ms.  Learner  presented  schematic  drawing  of  a  plaque  to  be  placed 
in  the  North  Beach  tot  lot  in  honor  of  Nan  Becker.   The  plaque 
will  be  placed  on  the  fence  facing  inward  to  the  seating  area. 


PHASE  I.  II,  III 


Committee  Recommendation: 


approved 


Subject  to: 


For  the  Committee: 


V^CVfiy.  ff  Chairper 


son 


The  Arts  Commission  at(  itijmeeting  pf  /  ^August  3,  1987 
Resolution  No.:  %\'%  "V"  "  ^J^ 


approved  the  project  submission 


as  indicated  herein. 


'^^JJs 


1 


5  Hyde  Street 

tile  319 

in  Fr.iiiclsro.  CA  94102 

15  550  3463 


CIVIC 


DESIGN 


COMMITTEE 


ACTION   RECOMi^lENDATION    FOim 

The    Civic   Design   Committee   of    the    San   Francisco  Arts     Commission,    at    its 
meeting   o£  July    21,    1987     , reviewed    the    following   project   and   recommends 
action    to    the    Commission   as    indicated,    subject    to    such   conditions    as   ma^ 
be   noted. 


PROJECT   SUBMISSION:     Ghiradelli   Rustic   Card    Shelter,    GGPark  piLA.SE   I 


hiinc  fcinslciii 
AYOR 

|>ltc  N  Is-iacs 
[RECTOR 

Smmissioners 

qticliiie  Nemerovski 
•sldenl 

•I  l.iRocca 
esideiil 

non  Alley 

loihv  Duncan 
I  HAiison 
'  liam  I'.ilerson 
I  rt  Rodiigiiez 
I  iclyno  C  Swig 
I '  T.ili.ilrtto 
I  litti  Vedensky.  )r. 

I  orritIO  MEMBLRS 
I  sidenis  of  the 
I  ■  Atls  Museum. 
I  tiry  Commission. 
(  minp.  Commission. 
f  te^tion  <-ind  Park 
t  nmission 


PRESENTED  BY: 


Ed  Janelli 


PROJECT  DESCRIPTION: 

Mr.  Janelli  presented  plans  for  the  Ghiradelli  Rustic  Card  Shelter 
which  is  used  as  a  game  area  anf  for  receptions,  picnics,  etc. 
The  form  of  the  shelter  will  take  the  shape  of  the  earlier  shelter 
which  had  deteriorated.   Shelter  will  not  be  enclosed,  refurbished 
chess  bases  from  the  Stanyan  St.  Card  shelter  will  be  recycled 
for  this  location.   tables  will  be  accessible  to  the 
handicapped. 


Committee  Recommendation:   approved 


Subject  to: 


the  Committee:  (^p(/yy  {[)DJ\\^    \    /7/j[,  Chairperson 
Arts  Commission  yat  ^ts   meeting  of  V/August  3,  1987 
Resolution  No.:   fi"  "j^   "'^^ 


For 
The  Art 


approved  the  project  submissioi 


as  indicated  herein. 


«r;;^>\ 


f  lyde  Street 
i  c3l9 

■.   ri,inclsco.CA94IOZ 
I    558  3463 


CIVIC   DESIGN 


COMMITTEE 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission,  at  its 
meeting  of  July  21,  1987  , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicatedi  subject  to  such  conditions  as  may 
be  noted. 


f.^^ 


w  tg^y 


PROJECT  SUBMISSION:   Moccasin  Maintenance  Facility 


PHASE  III 


PRESENTED  BY: 


Jim  Walsh 


line  Feinslein 
'OR 

e  N.  Isaacs 
XTOR 

.IMISSIONtRS 
•I  iicline  NemerovskI 
'i  cleni 

^  ■((  L.iRocca 
'       ?sident 

1  Alley 
ii  iihy  Duncan 
o  iiison 
^  \n>  Palerson 
'« '  Rodriguez 
U  lyne  C.  Swig 
<*  raliaferro 
3i  rl  Vedensky.  |r. 

L>  rriCIO  MEMBERS 
rr  dents  of  (he 
Fit  ^^ls  Museum. 
Lil  ry  Commission. 
H<  ling  Commission. 
*e  ;allofi  and  Park 
Cc  mission 


PROJECT  DESCRIPTION; 

Applicant  presented  final  plans  for  the  Electric  Shop  and  Fuel  Island. 
Landscape  plans  were  presented  and  approved;  roofing  colors  and  material 
samples  were  also  presented  and  approved. 


Committee  Recommendation;   approved 


Subject  to; 


Fo.  the  Co.n,lCtee=  /K.^^    (OCJU^^^  .Chairperson 

The  Arts  Commission  ^a^  i^s  meeting  of August  3,  1987 


Resolution  No .  ;  ^"^^  SA  "  ^r{  \ 


as  indicated  herein. 


approved  the  project  submissicn 
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DOCUMEiSiTS  DEPT. 
AUGC;     ^983 

SAN  FRANCISCO 


CIVIC  DESIGN  COMMITTEE 
18  AUGUST  1987,  3:00-5:00  p. in. 
MAIN  LIBRARY,  CIVIC  CENTER 
THIRD  FLOOR  COMMISSION  ROOM 


lAYOR 

ianne  Feinstein 


OMMISSIONERS 

cqueline  Nemerovski 
esident 

)bert  LaRocca 
ce  President 

■rnon  Alley 
nothy  Duncan 
inley  Eichelbaum 

Hanson 
illiam  Paterson 

na-Marie  B.  Metwally 

orge  T.  Rockrise 

•"r  Rodriguez 
/ne  C.  Swig 
M.  Warburg 

OFFICIO  MEMBERS 

I  sidents  of  the 
I  e  Arts  Museum, 
'       y  Commission, 

.ng  Commission, 
I  .reation  and  Park 
(  Timission 


AGENDA 


PRIVATE  SUBMISSIONS 

1.   San  Francisco  League  of  Urban  Gardeners/Garden 
Development  Program,  McLaren  Park 

II.   352  Sutter  Building/PageBoy  Storefront  Awning 

III.   Norland  Properties/Curb  Cut  in  front  of  Mandarin 
Hotel 

IV.  One  Holland  Court  Company /Encroachment  Permit 
150  Fourth  Street 


PHASE(S) 
I,  II,  III 

I,  II,  III 
I,  II,  III 

I,  II,  III 


C '.ECTOR 
C  re  N.  Isaacs 


SUBMISSIONS  BY  DPW 

V.   Excelsior  Fieldhouse  Renovations 
VI.   Garfield/King  Pool  Modifications 


I,  II,  III 

II,  III 


A70. 50 


'YlO-v-uJk/ 


>        .e  Street 

rite  319 

in  fr.inclsco.CA  94102 

15  558  3463 


I 


DUCorvi&rvTS  DEPT. 

AU  G  3     1383 


-^       CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMJ^IENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission,  at  its 
meeting  of  August  18,  1987» reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated^  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:  Mandarin  Hotel  Curb  Cut 


PHASE 


111(10  Feinstein 
AYOR 

ire  N  Isacics 
lECTOR 

1 

■MMISSIONF.RS 
^:iiipliiie  Nemetovski 
I  sident 

I  lert  UiRocca 
I  ?  President 

1  Ton  Alley 
I      'iv  Duncan 

son 
V  Mm  Pcilorson 
r  't  Rodriguez 
'  dyne  C  Swig 
R'  TfllUilerro 
r     •  Vedensky.  jr. 

L  ..riCIO  MEMBERS 
P  iideni!;  of  the 
Fi  Arts  Museum. 
L  iry  Commission. 
P  ning  Commission, 
R  eiitiori  ,ind  Park 
C  iniission 


PRESENTED  BY;   Norland  Properties 


PROJECT  DESCRIPTION; 


Applicants  presented  plans  for  curb  cut  in  front  of  Mandarin 
Hotel  to  allow  passenger  drop-off  and  pick  up.  (Plans  on  file) 


Committee  Recommendation: 


approved 


Subject  to: 


For  the  Committee;  /\M.ryL^^  I ''   y^T'^*^'^*^^  , Chairperson 

The  Arts  Commission  at  its  meeting  of September  14,  1987 , 

Resolution  No.:  ^\A~ol   ^  j'Sll approved  the  project  submission 

as  indicated  herein. 


.lyde  Street 
iiite  3I<5 
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I 


CIVIC    DESIGN 


COMMIT  T  E  E 


ACTION  RECOMJ^IENDATION  FOllM 

Tlie  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission,  at  its 
meeting  oIAugust  18,  1987  , reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated,  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION: 


Encroachment  Permit,  1  Holland  Court  PHASE   I,  II,  III 


PRESENTED  BY; 


One  Holland  Court  Company.  150-4th  Street.  SF  94103 


,»nnc  reiiislelri 
WOR 

.lire  N.  Isaacs 
REC10R 

)MMIS5IONrRS 
qiicliiie  Nemetovski 
■siclpnt 

brrl  l.iRocca 
e  I'tesident 

—on  Alley 
IV  Duncan 
iison 
lli.ini  I'aterson 
CI  Rodriguez 
■irlvue  C  Swig 
•  T.iliafrito 
•fi  Vedensky,  |r. 

jrriCIO  MFMBERS 
I  sidrnis  nl  the 
I  ?  Alts  Museum, 
I  rary  Commission, 
I  ininp  Commission. 
I  ■.teatioii  and  Park 
<  Timlssion 


PROJECT  DESCRIPTION: 


Beautif ication  of  Holland  Court  between  Holland  and  Howard  streets, 
Plans  include  entry  court  remodelling,  textured  concrete  pavement, 
brick  pavers,  concrete  ramp,   deck  and  stairs,  tree  planters. 


Committee  Recommendation: 


approved 


Subject  to: 


;  A^^yy^ /.  y^=<>^-H^_  ,Chaii 


For  the  Committee;  <^  ^^^^yyv.^  / 1  y-^^^^^^H^^   ,  unairperson 
The  Arts  Commission  at  its  meeting  pf  September  14,  1987 
Resolution  No.:   ^VA  ^  D  ^ '  ^T^ 
as  indicated  herein. 


approved  the  project  suhmissLon 


'i^> 

iv.4)/ 


yde  Street 

e3l9 

Frnnclsco.CA  94102 
558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOM^IENDATION   FORM 

The  Civic  Design  Comnittee  of  the  San  Francisco  Arts  Commission,  at  its 

meeting  of  8-18-87 , reviewed  the  following  project  and  recommends 

action  to  the  Commission  as  indicated^  subject  to  such  conditions  as  may 
be  noted. 

PROJECT  SUBMISSION:   Review  of  Market  S.  Boarding  Islands   piiasE  I.  H 


PRESENTED  BY: 


Ed  Janelli,  Landscape  Architecture 


nr  IrliiilrlTi 
OR 

e  N  \sMcs 
CTOR 

IMISSIONf.RS 
1  ipliiie  Nemerovski 
■  clcnl 

r    [I   I  aRoCCcI 

!'  Pcesiclent 

?  tn  Alley 
'iv  Duncan 
.son 
/  m\  I'.ilctson 
f  I  Rodtlguez 
c  lync  C  Swig 
» tilirifcrto 
ri  Vedensky.  |r. 

rriCIO  MEMBERS 
M  rienis  of  the 
n  \tls  Museum, 
t  y  Commission. 
Id  Ing  Commission, 
e  •.ilion  rind  Park 
0  Tiission 


PROJECT  DESCRIPTION; 


Applicant  presented  plans  for  the  Market  Street  Boarding  Islands, 
Plans  include  use  of  brick  paving  with  herringbone  pattern, 
granite  curves;  replacement  of  previously  planned  railings 
with  3/8"  stainless  teel  tubing  painted  or  coated  in  a  bronze 
finish. 

Committee  Recommendation:   To  consider  using  a  dark  blue  on  the 
railings  rather  than  bronze.   Blue  to  harmonize  with  the  blues 
to  be  used  on  the  Market  St.  bus  shelters  and  the  path  of  gold 
fixtures. 


1 


Committee  Recommendation; 


approved 


Subject  to: 


Above  recommendatio. 


For  the  Committee: 


^^]^^^^, 


Chairperson 


The  Arts  Commission  at  its  meeting  of September  14,  1987 • 

Resolution  No.:    ^V-\nS  A"^   "^l/ 7^ approved  the  project  subniis.d.c 

as  indicated  herein. 


W 


.•  street 
te3l9 

ifMnclsco.  CA94I0Z 
i  558  3463 


CIVIC   DESIGN 


COMMITTEE 


ACTION  RECOMJ^IENUATION  FORM 

The  Civic  Design  Conunittee  of  the  San  Francisco  Arts  Conunission,  at  its 

meeting  of  8-18-87 , reviewed  the  following  project  and  reconunends 

action  to  the  Commission  as  indicated^  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION;  g^rfiplH  Pnni  RpH^K 


PMSE  II.  Ill 


PRESENTED  BY: 


Jorge  Alfaro,  Bureau  of  Architecture 


inr  reinslein 
COR 

te  N.  Isaacs 
tCTOR 

i\^MISSIONERS 
ucline  Nemerovski 
idenl 

cil  l.iRocca 
Ptesidcnl 

'On  Alley 
hy  Duncan 
son 
kim  Paletson 
r  Rodiigiie? 
riyne  C  Swig 
JTali.ifcrro 
*     -Vedensky,  |r 

.  .ririo  MEMBERS 
'i  clenls  of  the 
li  Arls  Miispiim. 
N  ry  Commission. 
'I  lino.  Commission. 
ll  ealion  and  Park 
A  mission 


PROJECT  DESCRIPTION: 


Applicant  presented  final  plans  for  the  Garfield  Pool  Rehab. 
Applicant  had  met  with  mural  artists  who  had  agreed  to  modify 
the  mural  after  construction,  continuing  the  mural  design  along 
the  new  structure. 

Committee  recommendation:   to  replace  the  brick  with  glazing 
(wall-to-wall)  which  would  be  more  aesthetically  pleasing  and  which 
would  allow  the  mural  to  maintain  its  current  shape  and  form. 


Committee  Recommendation! 


approved 


Subject  to: 


architect's  consideration  and  follwo  through  on  recommendation 


For  the  Committee: 


(  (fCn^y^yut-^^     ,  Cha 


irperson 


The  Arts  Commission  at  its  meeting  of    Sept.  14,  1987 
Resolution  No.:  ^\\-  V  ^  ^  ^(/\ 


approved  the  project  submission 


as  indicated  herein. 


1 


Ac  Street 
e3l9 

Fr.inci5co.CA94l02 
!  558  3463 


CIVIC   DESIGN 


COMMITTEE 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission,  at  its 
meeting  o August  18,  1 9R7  » reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated^  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION: 


Excelsior  Fieldhouse 


PHASE 


PRESENTED  BY: 


IIP  rpinsleln 
OR 

5  N  Isaacs 
CTOR 

IMISSIONtRS 
I  ipline  Nemerovski 
'idetit 

C  rt  laRocca 
i»  President 

'  m  Alley 
'  'hy  Duncan 

son 
r  m  Piiierson 
f   Rodiigiiez 
0  'yno  C  Swig 
»  sliaferro 
I  Vedensky.  |r. 

riCIO  MEMBERS 
t«  lents  o(  the 
n  Vtis  Museum. 
b  y  Commission. 
la  Imp,  Commission, 
t'  allon  and  Park 
O  nisslon 


PROJECT  DESCRIPTION: 


Project  disapproved.  Applicant  requested  to  consider  recommendations 
made  by  Committee  and  to  resubmit  new  plans. 


Committee  Recommendation: 


Subject  to: 


^K^^^^ 


For  the  Committee: 


Chairperson 


The  Arts  Commission  at  iirs  meeting  of 
Resolution  No.:  ^\^--S^^''  "^  (^ 
as  indicated  herein. 


approved  the  project  submission 


ri\<* 


I 


.(o  street 
;3I9 

Fumcisco.CA  94102 
558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION    FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission,  at  its 
meeting  of  August  18  ^yo'^xev±e\^ed    the  following  project  and  recommends 
action  to  the  Commission  as  indicated,  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION: 


S.F.  League  of  Urban  Gardeners 


pila.se  I'   II 


PRESENTED   BY; 


Keith  Nakatani 


(S  Fe'nstcin 

N  ls,i,ics 
:iOR 

MISSIONtRS 
•elinc  Nemerovskl 
lent 

rt  LaRocca 
'resident 

n  Alley 

hy  Duncan 

ison 

11  P.iterson 
I  Rodfigupz 
r  /lie  C  Swig 
)  ;ll.ifciro 

I  Vedensky.  |r 

,   ridO  MEMBERS 
t  ciit<;  of  the 
M  lis  Museum. 
)l  /  Commission. 
M  ng  Commission. 
*  illoii  ,ind  Piifk 
Ir  lisslon 


PROJECT  DESCRIPTION; 

Plans  for  a  community  garden  at  Visitacion  Valley  on  the  edge 

of  McLaren  Park.   30-50  garden  pits  with  100-150  sq.  feet  per  plot. 

Cyclon  fence. 

Recommendatin:   to  use  a  black  vinyl  chain-link  fence.   Use  more 
natural  and  curvilinear  forms  rather  than  the  straight  lines  as 
presented  on  applicant's  plans. 

Committee  recommended  that  the  applicant  meet  with  a  professional 
landscape  architect  to  enhance  the  plans  and  to  obtain  more  detailed 
specifications.  Applicant  will  come  to  the  full  Arts  Commisison  meetinj 
on  9-15-87  to  submit  these  revised  drawings. 

Phase  III  to  be  approved  at  the  Arts  Commission  meeting. 


^ 


Committee  Recommendation;    approved 


Subject  to: 


Phase  I,  II  review  §^tyArts  Commission  meeting;  Phase  III  submittal, 


yjjj^tyt      /.  V^rt,^^,  Chai 


For  the  Committee;  y\JJL^ytA     /.  (/'«-»'»-yL*«  ^j^^nairperson 
The  Arts  Commission  at  its  meeting  of   September  14,  1987 

Resolution  No .  ;    M  r\  "  0 "A  ^  "S^  ^ approved  the  project  submission 

as  indicated  herein. 


Ic  street 
ite  319 

n  franclsco.CA  94102 
5  558  3463 


CIVIC    DESIGN 


COMMITTEE 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission,  at  its 
meeting  of  August  18.  1987> ^^vi^wed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated^  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION: 


Pageboy  Storefront  Awning,  Sutter  Sff.HASE 


nnr  f  einslein 
lYOR 

itc  N  Is^iics 
.ECTOR 

MMISSIONtRS 
l/liipline  NemerovskI 
I  sideni 

( leti  l.iRocca 
I '  President 

I  ion  Alley 
I  ^Ihy  Duncan 

ison 
i<  ,iin  Paterson 
r  T  Rodriguez 
'  clyiic  C  Swig 
R  Tali.ifcrro 
r  'rl  Vedensky.  |r. 

.   -friCIO  MEMBERS 
P  .Iderits  of  the 
r    Arls  Museum. 
L  iry  Commission, 
r  nliig  Commission. 
R  le.Kion  nnd  Park 
C  imlsslon 


PRESENTED  BY:   Paul  Newman 


PROJECT  DESCRIPTION: 


Project  denied  due  to  inadequate  submission  of  materials. 


Committee  Recommendation:   not  approved 


Subject  to: 


For  the  Committee: 


^  J y  l^^*-^^-<t<^        ,  Ch 


airperson 


The  Arts  Commission  at  its  meeting  of 
Resolution  No. : 


approved  the  project  submission 


as  indicated  herein. 


■ArxX 


^  I 


DOCUMENTS  DEPT. 

AUG  3     ^9^3 

SAN    FkANCSSCO 


Hyde  Street 
ite  319 

n  Francisco,  CA  94102 
5   558  3463 


\ 


\YOR 

jnne  Feinstein 


)MMISSIONERS 

queline  Nemerovski 
■sident 

bert  LaRocca 
e  President 

rnon  Alley 

lothy  Duncan 

nley  Eichelbaum 

Hanson 

I  Ham  Peterson 
'  la-Marie  B.  Metwally 
;  arge  T.  Rockrise 
f  er  Rodriguez 
^jfclyne  C.  Swig 
.  Warburg 


'^yi 

t 

IDFF; 


EDFFICIO  MEMBERS 

Piidents  of  the 
F  !  Arts  Museum, 
L  ary  Commission, 
f  ining  Commission, 
R  reation  and  Park 
Z  Tmission 


CIVIC  DESIGN  COMMITTEE 

15  SEPTEMBER  1987 

3:00  -  5:00  p.m. 

MAIN  LIBRARY  CIVIC  CENTER 

THIRD   FLOOR 


AGENDA 


PRIVATE  SUBMISSIONS 


I.   Hertzka  &  Knowles  Associates/Enroachment 
Permit  for  Congregation  Emanu-El 

II.   Marquis  Associates/6th  &  Folsom  Rec  Center 


III.   Coastside  County  Water  District/Crystal 
Spring  Water  Supply  Project 


PHASES (S) 


I,  II,  III 


III 


SUBMISSIONS  BY  DPW 


3  ECTOR 
Z<  e  N.  Isaacs 


IV.   Garfield  Square  Rehabilitation 
V.   Alta  Plaza  Rehabilitation 


II,  III 
II,  Tn- 


I 


(\10.  30 


•^fyuS-^-iA-^ 


Hyde  Street 
te  3lf) 

)FriiiKKco.CA  94102 
5  558  3463 


CIVIC 


DESIGN 


COMMITTEE 


ACTION  RECOMMENDATION  FORM 

The  Civic  Design  Coimuittee  of  the  San  Francisco  Arts  Commission,  at  its 
meeting  Q-f- Sept.  15,  1987, reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated^  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:    Encroachment  Permit/Temple  Emanu-El   PHASE  I.  Il>  HI 


iiir  felnstcin 
VCR 

\e  N  Isaacs 
CCIOR 

MMlSSIONtRS 
lucline  Nemerovski 
idem 

ctt  I  ,\Rocca 
'    I'lcsidcnt 

■  ioii  Alley 
I  jlliv  Duncan 
:    ''Son 

r,ilri<;on 
I     liodrigiip; 
.1  ;lync  C  Swig 
;.  Taliaferro 
>  rrl  Vedensky,  )r 

.MrriCIO  MtMBtRS 
'I  idenls  of  the 
ir  Arts  Museum, 
i'  ry  Coniniissioii. 
I  liny.  Commission. 
•t  ealion  and  Park 
.'  mission 


PRESENTED  BY: 


Hertzka  and  Knowles  Associates 


PROJECT  DESCRIPTION: 


Encroachment  Permit  for  Children's  Play  area  for  Temple  Emanu-El. 
Plyground  to  be  sited  on  sidewalk  space  on  East  side  of  Second  Avenue, 
North  of  Lake  St.   Dimensions  of  playground  to  be  11  feet  x  55  feet. 

Playground  will  have  slide,  sandboxes  and  play  equupment.  Existing 

parking  areas  and  trees  will  remian.   A  chain  link  fence  with 

wooden  slats  will  fence  in  play  area.   Fence  will  be  4'  from  curb  line, 

Committee  recommendation:  To  use  wood  for  fence  with  a  stain  color 
compatible  with  surrounding  architecture. 


DOCUMENTS  DEPT. 

AU  GC)  1588 

SAN   FRANCiSCO 
PUBLIC    I  IBPADV 


Committee    Recommendation:        Approved 


Above    recommendations 


Subject  to; 


For  the  Committee;  (l/(T(ift,  (()Ca/(\V^   fCJ^  , Chairperson 

The  Arts  Commission  [d\t   \ilts  meeting  of  17  October  5,  1987 , 

Resolution  No.:  VOS' 7s^  '  J\^ approved  the  project  submission 


as  indicated  herein. 


I 


5  Hyde  Street 

Uile3l9 

an  Ffiincisco.  CA  94(02 

15  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMjMENDATION   FORl^I 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission,  at  its 
meeting  of   Sppt.  IS,  i qs^ffeviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated,  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION;    6th  S.   Fnl^m.  Sf.  P1;,ygrnnnH 


PMSE  III 


kinnr  fpinsteln 
AYOR 

■ilie  N.  Isaiics 
RtCTOR 

0MMIS5IONF.RS 
iqueline  Nemeiovski 
?siclent 

•brri  L.iRocca 
:e  I'tesidenI 

fnon  Alley 
nothy  Dunc«in 
ison 

I  Peterson 
iv  1  Rodtiguez 
Bclyne  C  Swig 
/Tflli.ifeiro 
iliri  Vedensky.  |r. 

OrriCIO  MEMBERS 
I  sidenis  of  the 
I ;  Arts  Museum. 
liMry  Coniinl55.ion, 
I  nning  Commission. 
f  :ie,itiot)  <ind  Vmk 
<  Timlssion 


PRESENTED  BY:   Robert  Marquis,  Marquis  Associates 


PROJECT  DESCRIPTION: 


Final  plans  for  playground  and  recreation  center  at  6th  and  Folsom. 

Use  of  three  colors  of  cone  block  for  exterior;  whie,  grey  and 
grey  split  face.   Rec.  center  will  have  metal  roofing  with  a 
batten  system,  grey  colored.  Other  facade  areas  to  be  stucco.  - 
Window  mullions  will  be  in  black  metal. 


Committee  Recommendation:    Approved 


Subject  to: 


i 


For  the 
The  Ar 


e  Committee:  Sm^IH        [i)(\i\\l   ^^Chairperson 

ts  Commission  lag  its  meeting  of   ^    October  5,  1987 
Resolution  No.:   \/)S^"^\  "      "^14 


approved  the  project  submissi' or 


as  indicated  herein. 


& 


'"•    ■»*    V    - 


*-  ---Street 

:  9 
-cisc&CA  94102 

5  555  3463 

The   Civic   I 
neetixig  of 
action  to    : 
be  noted. 

':'-"  *^;? 

-.     ;  ;  -     _f  f  _;  ~ 

,reTx; 


_:=Cedi   SBfcj=z 


;   zraject         . 

rmditlc: 


•  Fe«r>ste«» 


rUCocca 
Ksdm 


proj: 


!£: 


PRESi:r 


liat:: 


-  ^TI 


Plans  presented  £cr  p^uop  scatiou  and  pipeilxse.   P^iBip  scacioa 

to  be  20*  X  IZO;.  Painted  concrete  buxldisg  vltli  copper  patuaated 

roof.  Acoustical  absorption  vaterxaLl  on  ict  =  ricr.  Flamtlng 
tc  be  cvanothis. 


^txon:  to  cc  e 
use  ▼ercigr:.^ 
:ree3  irr~j.s  = 


:atxaa>  area 

: --  - rr 


I 


Co 


ttee  Rec< 


idatlon: 


approver 


Subject  to: 


above  recoaaiendatiorts 


\ 


AA^ 


N^ 


vriiV 


For  the  Coaatittee: 

The  Arts    Coamission    at \it^  meeti 
Resolution  No. ;      VD<''^  "\  '  r^\^ 


cctc:rer 


-SSiOtt 


as  indicated  herein. 


'^ 


Hyde  Street 
Itc  3I<1 

>i  fr.incisco.CTV  94102 
5  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Conunittee  of  the  San  Francisco  Arts  Conmiission,  at  its 
meeting  of  Sept.  15,  '■^Q'  ,xev±e\^ed    the  following  project  and  recommends 
action  to  the  Commission  as  indicated,  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION: 


Garfield  Pool  Rehabilitation 


PHASE  II'  m 


nnr  Feinstciii 
YOR 

'te  N  Isfliics 
EC10R 

MMISSIONtRS 
ijucliiie  Nemerovski 
sident 

lect  LxRocca 
Ptesident 

non  Alley 
lOlliy  Duncan 
^^nson 

1  l\ilct5on 
Xodiiciippz 
Plyiic  C   Swig 
I  T<ili.ifptro 
3  Ifi  Vedensky.  |r 

L  jrriCIO  MEMBLRS 
'  idenis  o(  the 
'i  Arts  Museum, 
-i  <ry  Commission. 
'I  ning  Commission, 
li  e.ilioii  iind  Pflrk 
"  imlsslon 


PRESENTED  BY:    George  Alfaro   BUreau  of  Architecture 
PROJECT  DESCRIPTION: 

Final  plans  for  rehabilitation  of  Play  area  and  pool  area. 
Plans  include  use  of  concrete  block  and  wall-plaster  finish 
for  wall  area  leading  to  pool.   Use  of  window  glazing 
on  exterior. 


Committee  Recommendation: 


approved 


Subject  to: 


For  the  Committee  ;[>|^a(/i  (()r.yf\\f   ( j/fA    , Chairperson 
The  Arts  Commissionj  ac^  its  meeting  6f    October  5,  1987 

Resolution  No.:  \DS"^>^"   '^^l^  

as  indicated  herein. 


approved  the  project  submissioi 


Ifl 


Mytl''  Slieel 
IP  3lo 

\  55H  3-16.1 


l:  i  V   l  c 


i;  !■   s   L  t;  N 


conn   i  T  T  E   E 


AC'QON   RECUMMENUATIUN    I'UFJI 


L'lie    Civic    iJesign    CuiumitLee    of    the    San    Francisco  Arts     Conuiiission,    at    its. 


meeting    ol 


8-L8-87 


.reviewed    the    Coiiuwing    project    and    recomiuciuJi; 


action    to    tlie    Commission    as    indicated,    snbject    to    such    conditions    as    iiiiiy 
be    noted. 


CIOR 


irlinc  NffiTKivski 
I'lesldciil 


ion  All'^v 
stiiv  nunc.io 

i";oii 
1  r.ilnsc-vM 

lyi'"  C   Swig 
T.ili.i(circ) 
III  Vcdoiisky.  |r 

DfritlO  MfMIURS 
U^TW'.  ni  tt>r 
All'.  Nlil'-riiril 
fv  Cnmii'i^sion 
litin  Corntnl';^'r'>n, 
!.lli(in  ,iik1  I'.itk 
iniivskiM 


PROJECT  SUBMiSSiUN:  (;,T,-ru^l.l  P,„.l  Rphph 


PHASE    11 <    il 


rRESEN'I'El)    I'.V: 


Jorj'.e    Air.-iro,     riiiroau    nf    An  h  L 1  oc  I  ii  re 


I'RUJECT    DESCRir'l'iUN: 


Applicant  presented  final  plans  for  the  Garfield  Pool  Reliab. 
Applicant  had  met  with  mural  artists  who  liad  agreed  to  modify 
the  mural  after  construction,  continuing  the  mural  design  along 
the  new  structure. 

Committee  recommendation:   to  replace  the  brick  with  glazing 
X^^    (wall-to-wall)  which  would  be  more  aesthetically  pleasing  and  which 
•     would  allow  the  mural  to  maintain  its  current  shapeVartd -form. 


C(>min  i.  t  ti.M,'  Rp(;oinmf:nd;i  I  Lon  : approved Subject  Lo: 

in-ii  i  l:(.'(.-L  '  s  cons  i.(UM:<if  ion  .unl  f  o  L  l.wt)  I.  hnxirji  dp  n'comm.'n'i;!  i  i  mi 


^Qj._.i^_'^j^ 


"  i"     I  h  "    C ;  1  iiiiii  i,  L:  L  e  n  :        <'^^y\ 
i'hc    (\rts     CoKim  Lss  ion     .-i  I;     its    tucr'ting    ol; 
Rc!.;oI.itioii    l\u  .  :  ^'-\Y\2  'i  ^'    '      'J  :-\ 

■IS      i  ll'i  L!:,!l."d     b''  I  ■•  i  M  . 


■n^lyU^t-^ —     J  Ch;ili."))eL  son 

;■)  I.'  p  i. .    \  'i ,    \  '  (')  / 


ajjproved    the    pi'oj '."..: !; 


4 


45  Hyde  Street 
Suite  319 

San  Francisco.  CA  94102 
415  558  3463 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission,  at  its 
meeting  of  ^^Pt»  i-J,  i^o/  ^reviewed  the  following  project  and  recommends 
action  to  the  Commission  as  indicated^  subject  to  such  conditions  as  may 
be  noted. 


PROJECT  SUBMISSION:   ^^^^  ^^^^^   Rehabilitation 


PHASE 


II 


PRESENTED  BY: 


DPW  Burea  of  Engineering 


Jl.uinc  Felnslein 
\rtAYOR 

lUiite  N  Isaacs 
JIRtCTOR 

:OMMISSIONtRS 
icqucline  Nemerovski 
lesident 

:obeil  LaRocca 
'Ice  President 

ernon  Alley 
imothy  Duncan 
'aiison 
im  Paterson 
>_ier  Rodriguez 
osclync  C  Swig 
ay  Tallafciro 
'mitrl  Vedensky.  \r. 

KOrriCIOMEMBtRS 
residents  of  the 
ne  Arts  Museum, 
brary  Commission, 
ianning  Commission, 
ecteatlon  and  Park 
ommlsslon 


PROJECT  DESCRIPTION: 


Rehabilitation  of  play  area  with  pine  trees  on  perimeter. 
Rehabilitation  of  gazeno  and  wood  tower. 

Committee  requested  details  of  the  tower;  details  of  the 
topography;  detail  of  planting  edges;  cross  section  through 
park  area;  detail  of  gazebo  design;  and  full  elevation  of 
spiral  staircase  for  Phase  III  approval. 


4«ri\^ 


Committee  Recommendation: 


approved 


Subject  to: 


presentation  of  above  materials  for  Phase  III 


For  the  Committee:  L\ 


(ti\^i  VV 


j\^,         ,  Chairperson 


The  Arts  Comraissionl^t^its  meeting  Wf    October  5,  1987 
Resolution  No.  :  \/X^'^"\  "  "j^^i/ 


approved  the  project  submisyLon 


as  indicated  herein. 


DOCUMENTS  DEPT. 
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SUBMISSIONS  BY  DPW/BUREAU  OF  ARCHITECTURE 

I.   City  Hall  Fitness  Program  Locker  Rooms 

II.   Mission  Dolores  Fieldhouse  Renovation 
III.   Garfield/King/Hamilton  Pool  Modifications 


SUBMISSIONS  BY  DPW/BUREAU  OF  ENGINEERIGNG 
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IV.   Alta  Plaza  Rehabilitation  ' 


SUBMISSIONS  BY  RECREATION  AND  PARKS 


V  .   Demonstration  Garden/Strybing  Arboret 
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CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 
at  its  meeting  ofOctober  13,  1987,  reviewed  the  following  project 
and  recommends  action  to  the  Commission  as  indicted,  subject  to 
such  conditions  as  may  be  noted. 


PROJECT  SUBMISSION:  Alta  Plaza  Rehabilitation 


PHASE   III 


PRESENTED  BY;  John  R.  Pons,  Project  Manager,  DPW/Bureau  of  Engineering 

PROJECT  DESCRIPTION; 

4  play  structures,  two  7  ft.  deck  w/rail;  two  swings  and  horizontal  bars. 
Play  structure  to  be  constructed  of  unstained  douglas  fir  -6x6&8x8 
posts  ;  stained  roof  structure  supported  by  metal  pieces. 

Slide  with  metal  spiral  stair  to  deck  and  tower. 

Infant  area  w/  seating  around  perimeter  with  gate  on  low  concrete  wall. 


ECTOR 
ire  N.  Isaacs 


Committee  Recommendation;   Approved 


Subject  to;   change 


17|  inch  back  of  bench  seating  to  15  inch  and  change  of  green  concrete  in 


pavillion  structure  to  earthtone, 
Por  tlie  Committee: 


,  Chairperson 


The  Arts  Commission  at  its  meeting  of   5  November  1987 

Resolution  No.  115-87-407 approved  the  project 

submission  as  indicated  herein. 
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CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FOllM 

The  Civic  Design  ConunitLee  of  the  San  Francisco  Arts  Conuiiission, 
at  its  meeting  of  October  13,  198^  reviewed  the  following  project 
and  recoiiunends  action  to  the  Couunission  as  indicted,  subject  to 
such  conditions  as  may  be  noted. 


PROJECT  SUBMISSION:  Demonstration  Garden  Gazebo 


PHASE  I,  II,  III 


PRESENTED  BY: 


Strybing  Arboretum  &  Botanical  Gardens-Golden  Gate  Park 
Walden  R.  Valen,  Director  Strybing  Arboretum 


Department  of  Parks  &  Recreation 
PROJECT  DESCRIPTION;    Agenda  Item  V 


•  MMISSIONERS 
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e  President 
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A  small  garden  in  memory  of  Jeanne  Wolf  located  within  the  demonstrations 
gardens  in  the  Arboreteum.  ;in  Golden  Gate  Park  near  County  Fair  building. 

wooden 
Small  7ft  X  7ft/ gazebo  on  concrete  slab  -  Construction  Cost  $5,000. 


)l  C10R 
^l< !  N.  Isaacs 


Committee  Recommendation:   APPROVED 


Subject  to: 


For  the  Conmiittee: 


,  Chairperson 


The  Arts  Commission  at  its  meeting  of  2  November  1987 
Resolution  No.  112-87-  408 


approved  the  project 


submission  as  indicated  herein. 
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CIVIC  DESIGN  COMMITTEE  MEETING 

17  NOVEMBER  1987 

3:00  -  5:00  p.m. 

MAIN  LIBRARY,  CIVIC  CENTER 

THIRD  FLOOR  COMMISSIONERS  ROOM 


AGENDA 


PHASE(S) 


lAYOR 

ianne  Feinstein 


OMMISSIONERS 
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esident 
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I  SECTOR 
( ire  N.  Isaacs 


SUBMISSIONS  BY  DPW/BUREAU  OF  ENGINEERING 

I.   Civic  Center  Plaza  Rehabilitation 
II.   Market  Street  .Transit  Project: 

a.  Signage .handicapped  ramps,  crosswalks 

b.  Boarding  Islands 

III.   Buchanan  Mall/  Ella  Hutch  Recreation  Center 
IV.   Hunters  Point  Playground  Rehabilitation 

SUBMISSIONS  BY  RECREATION  AND  PARKS  DEPARTMENT 

V.   Union  Square:  Lighting  for  Dewey  Monument 

SUBMISSIONS  BY  PUBLIC  UTILITIES  COMMISSION 

VI.   Muni  Metro  System/Handicap  Loading  Platforms  at 
Ocean  Avenue  and  Junipero  Serra 

SUBMISSIONS  BY  DPW/BUREAU  OF  ARCHITECTURE 

VII.  Louis  Sutter  Fieldhouse  Renovation 

VIII.  Excelsior  Fieldhouse  Renovation 

IX.  Siting  Plans  for  Public  Restrooms 

X.'  Lighting  for  Maltese  Gcill/Monadnock  Building 

XI.  Discussion  of  future  design  work  for  Cultural  Centers 

XII.  Cow  Hollow  Playground  Rehabilitation 

XIII.  City  Hall  Fitness  Programs 

XIV.  Mission  Dolores  Fieldhouse  Renovation 

XV.  Coit  Tower  Plaque  Revision 

PRIVATE  SUBMISSIONS 

XVI.  Angler's  Lodge  GGP,  Wall  and  Rod  Rack 

XVII.  Kearny  Street  Program  Proposal/SOMAR 

XVIII.  Sprankle,  Lynd  &  Sprague/Renovation  and 
Landscaping  at  Airport  Hilton 

XIX.  Thomas  Keane/Telephone  Booth  Permits 

XX.  Rincon  Center  Associates/Art  Review/55  Mission  St. 

XXI.  Whisler-Patri/Artwork  Review/200  California 
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III 
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DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 


7Vu->o^J-^ 


-IS  llydc  Stti-el 

Siiiic  J  19 

S.iii  (f.Tncisrc,  CA  94102 

•tlS    5S0   Jl(.3 


V 

I 


Uiiiinc  Feinstcin 


V    .MMISSIONTRS 

I.. I  (|iipliii('  Ncmcrovski 
l'ic.jsi<l('i)l 

RMljpti  l.aKorca 
V'Cc  Presiclenl 

^/.•moii  Alley 
li  iiotliy  Oimcan 
>(-ltiloy  Eklielbaum 
o  llorisoii 
iVilllam  Palcrson 
Vnna-Maric  B.  Mctwally 
ii'otHP  T.  Kockiise 
'cU'(  Rodiigiioz 
■yuc  C.  Swig 
^A.  Warburg 

X  OFFICIO  MEMBERS 

itcsiilpnts  of  ll>p 
iii)P  Alts  Museum, 
liiaiy  Ciomniission, 
laiiiiinii  Commission, 
rncalion  and  Park 
(itiiinis»iun 


The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  November  17 ,  reviewed  the  following  project 

and  recommends  action  to  the  Commission  as  indicted,  subject  to 
such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION:  Civic  Center  plaza  Rehabilitation   pj,^gj.   Information  & 
Review  only 

PRESENTED  BY:  DPW/Bureau  of  Engineering,  Shannon  Maloney,  Proj .  Mgr. 
PROJECT  DESCRIPTION: 


Shannon  Maloney  presented  historic  drawings  of  the  Civic  Center 
Plaza  and  stated  that  the  object  of  the  phased  rehabilitation  would 
be,  at  this  time,  to  restore  the  neo-classic  design,  to  increase 
light  at  night  withing  a  cost  effective  budget.   Discussion  ensued  on 
the  possibility  cf  diagonal  lines  proceeding  into  the  plaza  from  each 
corner.   Commissioner  Rockrise  suggested  that  a  volumnetic  study  be 
done  and  that  a  master  plan  be  implemented.   Commissioner  LaRocca 
moved   that  the  study  be  implemented;  it  was  seconded  by  Commissioner 
Warburg.   In  conclusion  Commissioner  Rockrise  stated  he  would  like 
to  have  a  special  meetng  arranged  between  DPW  Director,  Rec  &  Park 
General  Manager  and  the  City  Librarian. 
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SAN   FKANCISCO 


lIRFCTOR 
Ituire  N.  Isaacs 


Committee  Recommendation: 


Subject  to: 


/  [c^r7^4yn^K^   ,  Chairpers 


For  the  Committee:  ^  y^H^iyi^   I      /  t-ry^t-^^-t-c^  ,  Chairperson 
The  Arts  Commission  at  it^  meeting  of   7  December  1987 

Resolution  No. approved  the  project 

submission  as  indicated  herein. 
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CIVIC        DESIGN         COMMITTEE 
ACTION    RECOMMENDATION    FOim 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 
at  its  meeting  of November  17.  1987  reviewed  the  following  project 
and  recommends  action  to  the  Commission  as  indicted,  subject  to 
such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION:  Market  Street  Transit  Program PHASE  ^'^I>  ^^^ 

PRESENTED  BY;  DPW/Bureau  of  Engineering/Edward  Janelli,  Landscape  Architect 
PROJECT  DESCRIPTION: 


Phases  I,  II,  III 

Signage  to  conform  to  existing  traffic  signs  using  international  signs; 
parking  signs  to  use  two  vertical  bars  with  graphics  on  flat  surface; 
handicapped  ramps  to  conform  to  existing  ramps,  crosswalks  to  be  integral 


colored  concrete. 


Boarding  Islands  -  Phase  III  approved  as  presented. 


)l  CTOR 
la    N.  Isaacs 


Committee  Recommendation; 


approved 


Subject  to 


,  /  f'^^r^AA^^^—j    Chairperson 


For  the  Committee: 


The  Arts  Commission  at  its  meeting  of  December  7,  1987 

Resolution  No.  CD127-87-427 approved  the  project 

submission  as  indicated  herein. 
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CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  November  17 ,  reviewed  the  following  project 

and  recommends  action  to  the  Commission  as  indicted,  subject  to 
such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION;  Buchanan  Mall/Ella  Hutch  Recreation  p^.^^gg  -^--j.^  -^-^-^ 

Center 
PRESENTED  BY:   Bonnie  Ng,  Landscape  Architect /DPW  Bureau  of  Engineering 

PROJECT  DESCRIPTION: 


Submittal  disapproved  pending  resubmital  of  drawings  with 
design  overlays  reflecting  position  of  light  standards  and 
bench  placements. 


UEcroK 

C  re  N.  Isaacs 


Committee  Recommendation:   DISAPPROVED 


Subject  to: 


For  the  Committee: 


y 


U  r- 


/  V  dtA^r^J&rt^ 


irperson 


The  Arts  Commission  at  its  meeting  of   7  December  1987 


J 


Resolution  No.  CD121? -87-A25 


disapproved  the  project 


submission  as  indicated  herein. 
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CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  November  17 ,  reviewed  the  following  project 

and  recommends  action  to  the  Commission  as  indicted,  subject  to 
such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION;  Union  Square/Dewey  Monument  Lighting^n^gg  I,  II.  Ill 

PRESENTED  BY;   Deborah  Learner/Dept .  of  Recreation  &  Parks 

PROJECT  DESCRIPTION: 


Proposed  lighting  to  illumine  Dewey  monument, 


I.  tCIOR 
C  le  N.  Isaacs 


Committee  Recommendation:   Approved 


Subject  to; 


submission  of  fixture  specifications 

fer — 'T'fy^  r 

For  the  Committee;     Xvsftjgu^  /  ^^—f7JiiA-'<-<-^   Chairperson 

The  Arts  Commission  at  its  meeting  of   7  December  1987 

Resolution  No.  CD12/-87-  ^30 approved  the  project 

submission  as  indicated  herein. 
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CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  November  17 ,  reviewed  the  following  project 

and  recommends  action  to  the  Commission  as  indicted,  subject  to 

such  conditions  as  may  be  noted. 

Muni  Metro  System/Handicap  Loading  Platforms 
PROJECT  SUBMISSION:  Ocean  Avenue  and  Junipero  Serra     PHASE   I>  II»  HI 

PRESENTED  BY:  Donald  J.  Eng,  Project  Manager /PUC  Utilities  Engineering  Bureau 
PROJECT  DESCRIPTION: 


MAYOR 

\>  M\i\v  Feinstein 


I  OMMISSIONERS 
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Applicant  presented  drawings  for  handicapped  access  loading  platforms 
which  conform  to  existing  platforms  at  Muni  stations. 


DIRECTOR 
Claire  N.  Isaacs 


Committee  Recommendation:  Approved 


Subject  to: 


For  the  Committee 


^JCm- 


I  iCrtp'iA*^^'—- ^    Chairperson 


The  Arts  Commission  at  its  meeting  of   7  December  1987 

Resolution  No.  CDl2^-87- 431 approved  the  project 


submission  as  indicated  herein. 
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CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  November  17 ,  reviewed  the  following  project 

and  recommends  action  to  the  Commission  as  indicted,  subject  to 
such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION:  Louis  Sutter  Fieldhouse  Renovation  PHASE  ^^^^  ^^^ 


PRESENTED  BY:  Bob  Appleton,  DPW  Bureau  of  Architecture 


PROJECT  DESCRIPTION: 
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Louis  Sutter  Fieldhouse  near  McNab  Lake  in  McLaren  Park. 
Redesigned  restrooms,  new  kitchen  facility,  exterior  lighting; 


ex 


terior  glass  blocks,  with  laminated  window  panels  inserted, 


IJ  rCTOR 
C  re  N.  Isaacs 


Committee  Recommendation: 


Approved 


Subject  to: 
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For  the  Committee:  /%M^y^  /    (j ^-^y^Ay^u-t^    ,    Chairperson 


The  Arts  Commission  at  its  meeting  of   7  December  1987 


Re 


solution  No.  CDll^-b 7-432 


approved  the  project 


submission  as  indicated  herein. 
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CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  November  17 ,  reviewed  the  following  project 

and  recommends  action  to  the  Commission  as  indicted,  subject  to 
such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION:  Excelsior  Field  House  Renovation    PUASE  1»  ^I» 

PRESENTED  BY;  Robert  Appleton,  DPW  Bureau  of  Engineering 

PROJECT  DESCRIPTION: 


Renovation  of  existing  fieldhouse.  Plans  include 
the  development  of  a  handicapped  rampe ;  removal 
of  an  unused  fireplace  and  exterior  chimney, 
and  extension  of  an  existing  deck. 


RECTOR 
lire  N.  Isaacs 


Committee  Recommendation:    Approved 


Subject  to: 


iw:;.\' 


lU 


For  the  Committee:   George  Rockrise 


,  Chairperson 


The  Arts  Commission  at  its  meeting  of   7  December  1987 

Resolution  No.  CD12  -87-  ^32 approved  the  project 

submission  as  indicated  herein. 


Agenda  Item 
VIll 


i  llydp  Slicet 

lilo  319 

n  I  r.iiK  isco,  CA  94102 

■,   SSH   Mf.j 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  November  17 ,  reviewed  the  following  project 

and  recommends  action  to  the  Commission  as  indicLed,  subject  to 
such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION ;Public  Restrooms  Siting  Plans PHASE  I  Resubmittal 

PRESENTED  BY:  Woodrow  JOnes,  Bureau  of  Architecture 


PROJECT  DESCRIPTION: 


AVOR 

ijniic  reinstein 


{iM\\l';SIONr;RS 

i(|iipliiir  Nomcrovski 
csidcnl 

:)licil  I  nRorca 
cp  Presiclpnl 

?inoii  Allny 
rnolhy  Uiincan 
anley  fichelbaum 

illiam  ['nlpison 
iii,i-M,iilp  II.  \^plwally 
'oiRp  T.  Rorkrise 
Icr  Rotltigupz 
yne  C.  Swig 
M.  Warburg 

OFFICIO  MEMBERS 

'sidpnts  of  Ihe 
c  Arts  Museum, 
rary  Commission, 
lining  Commission, 

I  rrpalion  and  Park 

<  mmission 


Siting  plans  for  public  toilets;  sites  on  file 
at  Arts  Commission  Office. 


HECTOR 

(  ire  N.  Isaacs 


Committee  Recommendation:  APPROVED 


Subject  to 


9 


For  the  Committee:   GEORGE  ROCKRISE ,  Chairperson 

The  Arts  Commission  at  its  meeting  of   7  December  1987 

Resolution  No.  CD12"^/-87-433 approved  the  project 


submission  as  indicated  herein. 


Ci 


/I 


j  llydc  Sliect 

lilo  319 

111  ri,incis<0.  CA  94102 

15   558   3IG3 


lAYOR 

ianiK'  Feinstein 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  November  17 ,  reviewed  the  following  project 

and  recommends  action  to  the  Commission  as  indicted,  subject  to 


such  conditions  as  may  be  noted. 

Monadnock  Building 
PROJECT  SUBMISSION;    Maltese  Grill  Lighting 


PHASE  I,  II,  III 


PRESENTED  BY:   Shannon  Maloney,  DPW/Bureau  of  Engineering 

Sharon  deZordo,  deZordo  Associates,  y^4  Market  bt.  //bOb,  bi*  94102 

PROJECT  DESCRIPTION: 


OMMISSIONERS 

,( c|iipliii(!  NcmerovskI 
csulriil 

t)licit  I  aRo<  ca 
ito  Preskleiit 

3r!)on  Alley 
iiKilhy  Duncan 
aniey  Elcholbaum 

llaiiion 

illiam  Patctson 
in.i-Matle  n.  Metwally 

■iirge  T.  Rockrise 

Icr  Rodriguez 
lync  C.  Swig 
A.  Warburg 

OFFICIO  MEMBERS 

■sirjpiiis  of  (he 
(■  Alls  Museum, 
lary  Commission, 
ni\iMi;  Commission, 
MOiion  .uid  Park 
miiiission 


I  JFCIOR 
,lii-  N.  liciacs 


Committee   Recommendation: 


Subject  to: 


For  the  Committee 


,  Chairperson 


The  Arts  Commission  at  its  meeting  of    7  December  1987 

Resolution  No.  CD12!"-87- ^  > 7 approved  the  project 


submission  as  indicated  herein. 


m 


X 


5  Hyde  Sltcel 

iiilp  119 

;,in  rr.mtisro,  CA  94102 

H5   558  3163 


CIVIC        ]3ESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  November  17 ,  reviewed  the  following  project 

and  recommends  action  to  the  Commission  as  indicted,  subject  to 

such  conditions  as  may  be  noted. 

DISCUSSION  FOR  FUTURE 
PROJECT  SUBMISSION:  SFAC  CULTURAL  CENTERS  DESIGN  WORK   PHASE 


PRESENTED  BY: 


Russ  Abel,  DPW/Bureau  of  Architecture 


MAYOR 

Jiannc  Teinstein 


PROJECT  DESCRIPTION: 


OMMISSIONERS 
.!( ((iiolriio  Nemetovski 
'ii";irlei)l 

<ohett  LaRocca 
/ice  Presiflenl 

'tviion  Alley 
imiplliy  Oimran 
laiiley  [icliflbaum 
3  Hanson 
Villiam  Patcrson 
nn.i-Maric  It.  Wctwally 
icoific  T.  Rocktise 
'clcr  Rodtigiiez 
'yne  C.  Swig 
v1.  Warburg 

V  OFFICIO  MEMBERS 

I'sidents  of  tl>e 
Ml'  Aris  Miiseuin, 
liraty  Commission, 
iiininu  Commission, 
( fpalion  and  Park 
iiiimi'.siun 


Committee  requested  the  development  of  a  joint  workplan  for 
each  cultural  center:  Mission  Cultural  Center,  Western  Addition 
Cultural  Center  and  South  of  Market  Cultural  Center) 


:i;fC10R 
\irp  N.  Isaacs 


i| 


Committee  Recommendation:   Discussion  only 


Subject  to: 


For  the  Committee: 


/  A^^>€u*^.  Chai 


rperson 


The  Arts  Commission  at  its  meeting  of    7  December  1987 

Resolution  No .  ?bVyV>-  ^'V-^' approved  the  project 

submission  as  indicated  herein. 


km 


Agenda   Iteni  21 


Hyde  Stfeel 

le  319 

I  Francisco,  CA  94102 

i   558  3-163 


CIVIC         DESIGN         COMMITTEE 
ACTION    RECOMMENDATION    FOim 

The  Civic  Design  Coniniittee  of  the  San  Francisco  Arts  Coimuission, 
at  its  meeting  ofNovember  17,  1987  reviewed  the  following  project 
and  recommends  action  to  the  Coimnission  as  indicted,  subject  to 
such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION:  Cow  Hollow  Playground  RehabilitatioI|,^^^gJj■   I 

PRESENTED  BY: Jennifer  O'Connor,  Proj .  Mgr .  -  DPW/Bureau  of  Engineering 


,VOR 

lime  Feinslein 


PROJECT  DESCRIPTION; 

Rehab  of  existing  playground  and  addition  of  new  play  equipment;  relocation 
of  sandbox  and  seating  areas. 


IMMISSIONERS 
qtioline  Nenierovski 
'si<lent 

bert  LaRocca 
e  President 

'noil  Alley 
lolliy  Duncan 

nipy  Eichelbaum 

Hanson 

liani  Pateison 

la-Marie  B.  Metwally 
.jrgp  T.  Rorkrise 
'  ='  Rodriguez 
I         'e  C.  Swig 
..  Warburg 

OFFICIO  MEMBERS 

'r>idrnts  of  the 
■i   Alts  Museum, 
.i  =>ry  Commission, 
'I  ning  Commission, 
\i  ealion  and  Park 
Zi  imission 


Jl  CTOR 
;i.  e  N.  Isaacs 


Committee  Recommendation: approved 


Subject  to: 


Jjl^^l  l^^^ju-^^,    Chai 


For  the  Committee 


rperson 


The  Arts  Commission  at  its  meeting  of  December  7,  1987 

Resolution  No.  CD127-87-435 approved  the  project 

submission  as  indicated  herein. 


AGENDA  ITEM   12 


IS  llydi'  Sltcet 

iiiilo  J  19 

i.iii  rt.incisco,  CA  94102 

ir.   558   3163 


MAYOR 

Dianne  Feinstein 


CIVIC        D-E   SIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  November  17 ,  reviewed  the  following  project 

and  recommends  action  to  the  Commission  as  indicted,  subject  to 
such  conditions  as  may  be  noted. 


PROJECT  SUBMISSION:   City  Hall  Fitness  Programs 


PHASE  I,  II,  III 


PRESENTED  BY:  Russ  Abel,  DPW/Bureau  of  Architecture 


PROJECT  DESCRIPTION: 


lOMMISSIONERS 

|,\t  (|iirliii(!  NcinerovskI 
I'ic'siclcnt 

Robert  LaRorca 
^/icc  President 

V'crnoii  Alley 
limolhy  Duncan 
ilanley  Eichclbaum 
o  I  laiison 
Vllliani  Paterson 
\rina-Marle  H.  Mctwally 

ii'drgp  T.  Rockrise 

clcr  Rodriguez 
'yne  C.  Swig 
vA.  Warburg 

IX  OFFICIO  MEMBERS 

'residents  of  the 
ine  Arts  Miiseirm, 
Ihiary  Cornniission, 
laiining  Coniinission, 
ocrcalion  and  Park 
innimission 


Conversion  of  existing  bathrooms  into   locker  and  shower  facilities. 


,  ilRrCTOR 
laiie  N.  Isaacs 


4 


Committee  Recommendation:     Approved 


Subject  to: 


For  the  Committee: 


77^^^3T 


Chairperson 


The  Arts  Commission  at  its  meeting  of   7  December  1987 

Resolution  No.  CD12^-87-  436 approved  the  project 


submission  as  indicated  herein. 


Agenda  Iteiii  1  ' 


^ 


■i  llydr  Sitcet 

iiiic  119 

iin  rr.incis(r),  CA  94102 

IS    558   3I(.3 


t\AYOK 

Ji.iniiL'  Feinstein 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  November  17 ,  reviewed  the  following  project 

and  recommends  action  to  the  Commission  as  indicted,  subject  to 
such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION:  Mission  Dolores  Fieldhouse        PHASE  I'  ^^'    ^^^ 


PRESENTED  BY: 


Russ  Abel 


DPW/Bureau  of  Architecture 


PROJECT  DESCRIPTION: 


.OMMISSIONfRS 

;u  i|iipliiif!  Ncmcrovski 
!'rrsi<li  1)1 

<ri|)ptl  laKorca 
/icp  Pci^sklL'nl 

/rmon  Alloy 

iMiolliy  Duncan 
.1  iitley  Elfhelbiium 
II  Hanson 
V  illiain  Paicrson 

.nna-M;\rii-  fi.  Metwally 

,.'c)i(;f  T.  liorkrise 

I  l<>r  liodiiguez 
■lyni'  C.  SwiR 
V\.  Warbing 

N  OFriCIO  MEMBERS 

|^'si(l^nls  of  the 
HI'  Alls  NAiiscum, 
•liiary  Coinnilssion, 
.iiinlnj;  roniinisslon, 
iTifalion  and  Park 
oininissiun 


Rehabilitation  of  existing  bathrooms  to  provide  handicapped  access. 


KFCTOR 
.lire  N.  Isaacs 


Committee  Recommendation: Approved 


Subject  to: 


For  the  Committee:  ^yXj^jt^^    /  (p^-^^^*-»— ^--   ,  Chairperson 

The  Arts  Commission  at  its  meeting  of    7  December  1987 

Resolution  No.  CHllf-Sl-  ^^37 approved  the  project 

submission  as  indicated  herein. 


Agenda  Item  lA 


?mm 


S  llydp  Sited 

iiilc  )  19 

.HI  1  r.iruisio.  CA  94102 

IS    358   J-163 


CIVIC       DESIGN       committeij: 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  November  17 ,  reviewed  the  following  project 

and  recommends  action  to  the  Commission  as  indicted,  subject  to 
such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION:  Coit  Tower  Restoration PHASE  ^^^   Supplemental 

PRESENTED  BY;   Barry  Von  Hugengroth/DPW  Bureau  of  Architecture 

PROJECT  DESCRIPTION: 


lAVCJK 

)i,iiiiic  I  pinstein 


:C)MMISSIONGRS 

;i(  ((iipliiic  Nemerovski 
'ifsklcut 

iolictl  l.iRorca 
'i(  e  I'tesirlL-nt 

'einoD  Alloy 
iniolliy  Uiinr.in 
taiiley  Eichelbaum 
1  I  larnon 
v'illiarn  Patetson 
nna-Marie  (1.  Metwally 
eoige  T.  Rocktise 

;elet  Rodriguez 
lyne  C.  Swig 
vV  Warburg 

(OFFICIO  MEMBERS 

•csUlents  o(  the 
ne  Arts  Museum, 
btary  Commission, 
.riming  Coiriinission, 
>crcalion  and  Park 
)mmlssion 


Committee  recommended  inclusion  of  NEA's  donation  to 
conservation  efforts  and  questioned  use  of  the  word 
"eccentric." 


RECTOR 
lire  N.  Isaacs 


Committee  Recommendation:  Disapproved 


Subject  to: 


J. 


For  the  Committee: 


/  u'^~^~tAji^\.M^     >  Chairperson 


The  Arts  Commission  at  its  meeting  of    7  December  1987 

Resolution  No.  CD12/-87- 438 approved  the  project 


submission  as  indicated  herein. 


Agenda  Item  13 


(.  Ilydp  Siieet 

Snilf.  J  19 

■;  .i>  It.incisco,  CA  94102 

t    >   55(1  JIG3 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  November  17 ,  reviewed  the  following  project 

and  recommends  action  to  the  Commission  as  indicted,  subject  to 

such  conditions  as  may  be  noted. 

Golden  Gate  Park 
PROJECT  SUBMISSION; Angler's  Lodge  Rockfaced  Wall  and   phasE   I 

Rod  Rack 
PRESENTED  BY:  Don  Labbe .  Leslie  Leasing  Company,  2955  Kerner  Blvd. 

San  Rafael,  CA   94901/  Deborah  Learner,  DPW/Recreation  &  Parks 
PROJECT  DESCRIPTION: 


MAYOR 

Diannc  Feinstein 


lOMMISSIONCRS 

I.K  <|iK'liiin  Ncmorovski 
I'irsidciU 

RohiTt  I  nRof  ra 
Viic  Presiflenl 

Vciiioii  Alley 
liiiHilliy  Oiinran 
Si mlcy  llrhclliaum 
■  io  I  l.mson 
i.Villl.im  Pnlcison 
AniiaM.iric  (1.  Mrlwally 
kli'Dinf  I.  Korkfise 

ctcr  Rodriguez 

i       'yne  C.  Swig 
A.  Warburg 

(X  OFFICIO  MEMBERS 

'rrsideiils  vl  the 
inc  Arts  Museum, 
lil)fary  C  oriimission, 
lanninij  Commission, 
ccreation  and  Park 
onirnission 


Extension  of  an  existing  rock-faced  wall  to  incorporate 
rad  rack;  plans  on  file. 


'IRFCTOR 
.laire  N.  Isaacs 


Committee  Recommendation: 


Approved. 


Subject  to; 


For  the  Committee; 


^^ZuII^ 


lairperson 


The  Arts  Commission  at  its  meeting  of   7  December  1987 

Resolution  No.  0012^-87-  ^39 approved  the  project 


submission  as  indicated  herein. 


»^ 


Agenda  Item  K' 


'lydp  Street 
p  319 

rrancisco,  CA  94102 
558  3-163 


CIVIC        DESIGN         COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Coimiiittee  of  the  San  Francisco  Arts  Commission, 
at  its  meeting  ofNovember  17,  1987  reviewed  the  following  project 
and  recoiiuiiends  action  to  the  Commission  as  indicted,  subject  to 
such  conditions  as  may  be  noted. 

I 


PROJECT  SUBMISSION:  Kearny  St.  Workshop  Program 


PHASE 


Proposal  -  SOMAR 
PRESENTED  BY:  James  Kjorvestad,  Director  SOMAR 


YOR 

nne  Feinstein 


PROJECT  DESCRIPTION: 


Renovation  of  existing  space  to  meet  requirements  of  organization 
known  as  the  Kearny  St.  Workshop  Program 


MMISSIONERS 

qipoline  Nenierovski 
sidcnt 

leit  I  aRorca 
e  President 

non  Alley 
olhy  Duncan 
iley  Eichelbaum 
lanson 

lian)  Paterson 
a-Marie  B.  Metwally 
■rge  T.  Rockrise 
t  >'  "odrigue? 

'  C.  Swig 
I        .  Warburg 

>)rFICiO  MEMBERS 

r  idents  of  the 
li  Arts  Museum, 
il  iry  Commission, 
ii  Ting  Commission, 
,e  ealion  and  Park 
X  mission 


)l  CTOR 
;lc ;  N.  Isaacs 


Committee   Recoimnendation: approved 


Subject    to: 


^y  /CyaJtt^t^<-    ,    Cliaii 


For    the    Coimuittee: 


^j    ,    ^^ ,  v^wc^^rperson 

The  Arts  Coimiiission  at  its'  meeting  of  December  7,  1987 

Resolution  No.  CD127-87-4^0 approved  the  project 

submission  as  indicated  herein. 


AGENDA  ITEM  17 


I 


Hydp  Street 

te  319 

1  Ftnnrisco,  CA  94102 

5   558  3-163 


<YOR 

inne  Feinstein 


iMMISSIONERS 

ciijpline  Nenierovski 
sUlent 

oett  l.aRorca 
B  President 

l«noii  Alley 

r  olliy  Ouncan 

5  iley  Eichelbaum 

i  lanson 

/  iani  Patetson 

^  a-Marle  B.  Metvi^ally 

C  tge  T.  Rocktise 

Pi      ""odriguez 

Ri         e  C.  Swig 

"c    ,/\.  Warburg 

>iFriCIO  MEMBERS 

I  (Irnis  of  the 
ii  Alls  Museum, 
ill  ry  Commission, 
I'lj  ling  Commission, 
Re  ?alion  and  Park 
Co  Tiisslon 


:iOR 

la    N.  Isaacs 


±    or    ^ 


CIVIC         DESIGN         COMMITTEE 
ACTION    RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Coimnission, 
at  its  meeting  of November  17.  1987  reviewed  the  following  project 
and  recommends  action  to  the  Commission  as  indicted,  subject  to 
such  conditions  as  may  be  noted. 

PROJECT  SUBMISSION;  S.F.  Airport  Hilton      .,  ,   ^     PHASE  ^^^^^^ 

Renovation  Project  Color  Selection 
PRESENTED  BY;    Dick  Groves.  Hilton  Gen.  Mgr./Jim  Bradanini,  Orbis  Design  As so, 

Sprankle,  Lynd  &  Sprague  -  Gary  Frye .Archiuecc 
PROJECT  DESCRIPTION; 


applicant  requested  to  present  new  color  samples  for  approval 
for  exterior  facade. 


Coraimittee  Recommendation;   disapproved 


Subject  to: 


For  the  Committee;  /^^^-^^f^^C^ '   y^-^^-^^^'^^u-^ 

The  Arts  Commission  at  its  meeting  of  December  7,  1987 

Resolution  No.  CD127-87-441 approved  the  project 


submission  as  indicated  herein. 


%j'/ 


AGENDA  ITEM  18 


-IS  Hyde  Street 

Siiiii'  319 

S.in  francisro,  CA  94102 

•lib   550   )ir.3 


MAVOK 
Ui<)niic  feinstein 


2   of    2 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  November  17 ,  reviewed  the  following  project 

and  recommends  action  to  the  Commission  as  indicted,  subject  to 


such  conditions  as  may  be  noted. 

S.F.  Airport  Hilton  Landscape 

PROJECT  SUBMISSION:  Renovation  Project 


PHASE   III  (b) 


PRESENTED  BY:  Dick  Groves,  Hilton  General  Manager;  Mr.  Jim  Bradanini, 

Orbis  design  Associates,  Inc. /Sprankie ,  Lynd  (.   Sprague  -  Gary  !•  ry 
PROJECT  DESCRIPTION;  ArchlLcct 

Decorative  wall  surface  improvements  and  signage. 


I  OMMISSIONrKS 

J. •!  (incline  NemofovskI 
I'lesidiiil 

Robert  LaRorca 
Vice  President 

Vi'inoii  Alley 
liiiiolhy  Duncan 
Si mley  Ficlielbaum 
j(>  I  l.iii<^on 
VMIIidin  Paletson 
Aiin.i-Mark?  II.  Metwally 
C.'orRe  T.  Rockrise 
I'l  let  Rodriguez 

•yne  C.  Swig 
|t»l.  Warburg 

EX  OFFICIO  MEMBERS 

('residents  o(  the 
i^ine  Arts  Miiseurn, 
Jbrary  Coirmiission, 
^lanning  Coininission, 
Recreation  and  Park 
'.oininission 


)IRF(:T0R 
:i:iirc  N.  Isaacs 


Committee  Recommendation:  Approved 


Subject  to: 


For  the  Committee: 


reduction  ±r)  ^heen  of  signage. 


Chairperson 


The  Arts  Commission  at  its  meeting  of   7  December  1987 

Resolution  No.  CD12" -87- 441A approved  the  project 

submission  as  indicated  herein. 


Agenda  Item  18A 


-15  Hytlp  Street 

Suite  J19 

S.in  rr.incisco,  CA  94102 

4\S   551)  JI63 


MAYOR 

IJiaiiric  Feinstein 


COMMISSIONERS 
J.Kiluclino  Nemcrovskl 
I'lesidcMit 

Rohott  laRorca 
Vict'  President 

jVeriion  Alloy 
'Tiinothy  Duncan 

Stanley  Fichelbaum 

lo  I  lanson 

A'iliiarn  Pateison 

\iin,i-Marie  II.  Metwally 

lieorge  T.  Rockrise 

V'ler  Rodriguez 
'yne  C.  Swig 
v1,  Warburg 

.X  OFFICIO  MEMBERS 

/residents  of  tlie 
iiiic  Arts  Museum, 
ihiary  Commission, 
l.innlni;  Commission, 
(Treat ion  and  Park 
,f>inmi'.siori 


CIVIC        DESIGN        COMMITTEE 
ACTION   RECOMMENDATION   FORM 

The  Civic  Design  Committee  of  the  San  Francisco  Arts  Commission, 

at  its  meeting  of  November  17 ,  reviewed  the  following  project 

and  recommends  action  to  the  Commission  as  indicted,  subject  to 

such  conditions  as  may  be  noted. 

55  Mission  Street  Encroachment  Permit 
PROJECT  SUBMISSION; Rincon  Center  Associates/Art  Review  PHASE   I, II,  III 

PRESENTED  BY: Joe  F.  Ovadia,  DPW  Streets  &  Highways 
PROJECT  DESCRIPTION: 


Placement  of  decorative  columns  flanking  main  retail  entrance, 
partially  in  public  right-of-way. 

Disapproved;  committee  recommendation  that  applicant  resubmit 
plans  to  eliminate  columns. 


IIRECTOR 
t.iire  N.  Isaacs 


Committee  Recommendation:   Disapproved 


Subject  to: 


For  the  Committee: 


Chairperson 


The  Arts  Commission  at  its  meeting  of   7  December  1987 

Resolution  No.  CD12  -87-  '^^2 approved  the  project 

submission  as  indicated  herein. 
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CIVIC  DESIGN  COMMITTEE  MEETING 
^_    15  December  1987 
'i-  3:00  -  5:00  p.m. 
Main  Library,  Civic  Center 
Third  Floor  Commissioners  Room 

^r^    AGENDA 


DOCUWEWTSDEPT. 

SAN    FRAisiClooO 


PRIVATE  SUBMISSIONS 

1.  Sprankle,  Lynd  &  Sprague/Renovation  and  Landscaping 
Color  Submittal/Airport  Hilton/D  ck  Groves  and 
Gary  Frye 

2.  372  Sutter  Retail  Shop  Awning  (Paul  Newman 

3.  Benches  (encroachment)/  area  of  15  Mullen  Avenue 
San  Francisco  (Mark  Dunn) 

DEPARTMENT  OF  PUBLIC  WORKS  SUBMISSIONS 

4.  926  Fillmore  Street;  8'  Retaining  Wall 
PUBLIC  UTILITIES  COMMISSION  SUBMISSIONS 

5.  Municipal  Railway  Schematic  Design  (Donald  Eng) 
DPW  BUREAU  OF  ARCHITECTURE  SUBMISSIONS 

6.  Coit  Tower  Plaques  Revision  (Berry  Von  HungenGroth) 

7.  Sunnydale  Pub  Station  (Bruce  Flynne ,  Walter  Kocian) 

8.  Silver  Terrace  Field  House  Renovation 
(Berry  Von  HungenGroth) 

RECREATION  AND  PARKS  DEPARTMENT  SUBMISSIONS 

9.  Balboa  Soccer  Stadium  Plaque  (Deborah  Learner) 
DPW  BUREAU  OF  ENGINEERING  SUBMISSIONS 

10.  Grandview  Park  Improvements  -  Noreiga  Street 
between  14th  and  15th  Avenues 

11.  Lake  Merced  Shoreline  Improvements 
Lake  Merced  Boulevard 

12.  Buchanan  Mall/Ella  Hutch  Recreation  Center 
Buchanan  Street  to  Golden  Gate  Avenue 

13.  Oceanview  Playground  -  Capital  Avenue  at 
Montana  Street 
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DIRECTOR 
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CIVIC  DESIGN  COMI^ITTEE 


^  f^i-'LyUujU^ 


Project  Description  and  Action  Recommendation  Form 


The  CIVIC  DESIGN  COmiTTEE  of  the  San  Francisco  Arts 

Commission^  at  its  Meeting  of  December  i5^_i_987 ,_j 

reviewed  the  following  Project  and  recommends  action 
to  the  Commission  as  indicated^  subject  to  such  con- 
ditions as  may  be  noted. 

(1)     PROJECT  ^°^^   Tower  Plaques   Revision 

Phase(s) 


-^  DV  ^^^   Bureau   of   Architecture 

(2)      PRESENTED     BY   Rarry    Vnn    HnngPn    Hrnth 


Phone 


(3)     SITE    LOCATION       ^oit   Tower 


W   BUDGET 


(5)  PROJECT  DESCRIPTION: 


Two  (2)  plaques:  Building  Identification  and 
Project.   Wording  approved. 

Placement  of  plaques:   Alcove  area  on  either 
side  of  revolving  door  at  entrance  to  building. 
Location  approved. 


DOCUMENTS  DEPT. 

San    FRANCISCO 

^y  <M<_IO     <    IRQ  APV 


Commission  Use  only 
Committee  Recommendation:     Approved 


Subject  to 


For  the  Committee:     /l^JMnyXy  I   /<i:>^/'<^''^^^^hairperson. 
Commission  meeting  date:  Jan.  s/ss    Resolution  No.  14-88-102 


Item  6 


K 


-15  Hyde  Street 

Suite  319 

San  Francisco,  CA  94102 

415   558   3463 


I 


MAYOR 
Dianne  Feinslein 


COMMISSIONERS 

(•TrUiir'Une  NptnerovskI 
President 

Robert  LaRocca 
Vice  President 

Vernon  Alley 
Timothy  Duncan 
Stanley  Eichelbaum 
Jo  Hanson 
William  Paterson 
Anna-Marie  B.  Metwally 
George  T.  Rockrise 
Peter  Rodriguez 
Roselyne  C.  Swig 
F  'I.  Warburg 

EX  OFFICIO  MEMBERS 

Presidents  of  the 
Fine  Arts  Museum, 
Library  Commission, 
Planning  Commission, 
Recreation  and  Park 
;  Commission 


CIVIC  DESIGN  COmiTTEE 
Project  Description  and  Action  Recommendation  Form 


The  CIVIC  DESIGN  COmiTTEE  of  -the ..San  Francisco  Arts 
Commission^  at   its  Meeting  of    December  15,  igs? 
reviewed  the  following  Project  and  recommends  action 
to  the  Commission  as  indicated^  subject  to  such  con- 
ditions OS  may  be  noted. 

(1)    PROJECT  ^""'^y^^^^  ^"'"P   station 

Phase(s)  i 


DPW  Bureau  of  Architecture 
(2)     PRESENTED    BY    waiter  Kocian 


Phone    558-4757 


C^ )    ^TTF    I  nrATTDN      Expressway  at   Candlestick  Park 

W   BUDGET  ^2°'^°°'°°° 


(5)  PROJECT  DESCRIPTION: 

The  project  encompasses  a  sewage  pump  station  and  a  large 
30'  X  20'  box  structure  that  stretches  1700  feet  along 
the  bay.   The  tops  of  both  structures  will  provide  a  walk- 
way between  the  Bay  and  the  expressway  connecting  with  the 
Candlestick  State  Park.   85%  of  all  structures  are  below 
grade  or  under  landscaping. 


DIRECTOR 
Claire  N.  Isaacs 


I 


Commission  Use  only 
Committee  Recommendation:    Approved 


Subject  to: 


For  the  Committee:  j^L^^^H^  CkJ^Ji^^^^,  Chairperson. 
Commission  meeting  date:  Jan.  5/88   Resolution  No.  14-88-103 

Item  7 


.  jmms^ 


I 


'15  Hyde  Street 
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San  Francisco,  CA  94102 
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MAYOR 
Dianne  Feinstein 


COMMISSIONERS 

)acquellne  NemerovskI 
President 

Robert  LaRocca 
Vice  President 

Vernon  Alley 
Timothy  Duncan 
Stanley  Eichelbaum 
Jo  Hanson 
Williarn  Paterson 
Anna-Marie  B.  Metwally 
George  T.  Rockrise 
Pe'^r  Rodriguez 
r  'ne  C.  Swig 

^  A.  Warburg 

EX  OFFICIO  MEMBERS 

Presidents  of  the 
Fine  Arts  Museum, 
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Planning  Commission, 
Recreation  and  Park 
Commission 


CIVIC  DESIGN  COnniTTEE 
Project  Description  and  Action  Recommendation  Form 


The  CIVIC  DESIGN  COmiTTEE  of  the  San  Francisco  Arts 
Commission,  at  its  Meeting  of  ^cember  15,  i987 
reviewed  the  following  Project  and  recommends  action 
to  the  Commission  as  indicated^  subject  to  such  con- 
ditions as  may  be  noted. 

(1)     PROJECT  Silver   Terrace   Fieldhouse  Renovation 

Phase(s)  m 


::  DPW   Bureau   of   Architecture 

(2)     PRESENTED    BY  Barry  Von   Hungen  Groth 


Phone    558-4527 


(^)     QTTF    inPATinW       Silver   Terrace   Playground/off   Bayshore    South 

m)   BUDGET     

(5)  PROJECT  DESCRIPTION: 


Handicap  ramps;  alternate  seating  areas;  new  toilet 
facilities  meeting  codes;  color  scheme  of  greay, 
glue,  and  red. 


DIRECTOR 
Claire  N.  Isaacs 


Commission  Use  only 


Committee  Recommendation:     Approved 


Subject  to: 


For  the  Committee:    ^(^.^^^j^ f2rt^i\*^^j^  Chairperson. 
Commission  meeting  date:  Jan.  5/33    Resolution  No.  u-sa-ioA 


Item  8 
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CIVIC  DESIGN  COmiTTEE 
Project  Description  and  Action  Recommendation  Form 


The  CIVIC  DESIGN  COM.^IITTEE  of  the  San  Francisco  Arts 
Commission,  at  its  Meeting  of  December  15,  1987 
reviewed  the  following  Project  and  recommends  action 
to  the  Commission  as  Indicated,  subject  to  such  con- 
ditions as  may  be  noted. 

(1)    PROJECT  ^^"'^^°^   Soccer   Stadium  Plaque/Matthew  Boxer 

y  _  '       Phase(s)^->  ^^>  m 

Recreation  and  i'arks  Department 


(2)    PRESENTED    BY    Deborah  Learner 


Phone   558-5918 


(3)    SITE    LOCATION      ^alboa  Park/West  wall  of  Facilities   Bldg. 

m)   BUDGET 

(5)  PROJECT  DESCRIPTION :--^_. 


Plaque  honoring  Matthew  Boxer  to  be  placed 
at  entrance  to  stadium. 


JIRECTOR 
Ilaire  N.  Isaacs 


Commission  Use  only 


Committee  Recommendation;     Approved 


Subject  to: 


For  the  Committee;    /^.^>y<^ ^ ^^^»>^*"^^^  Chairperson. 
Commission  meeting  date;  -^^^^  ^/^^    Resolution  No.  14-88-105 

Item  9 
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CIVIC  DESIGN  COmiTTEE 
Project  Description  and  Action  Recomfnendotion  Form 


The  CIVIC  DESIGN  COMMITTEE  of  the  San  Francisco  Arts 
Commission,  at  its  Meeting  of  _i5  December  i987 
reviewed  the  following  Project  and  recommends  action 
to  the  Commission  as  Indicated^  subject  to  such  con- 
ditions as  may  be  noted. 

(1)  PRO  IFCT  Grandview  Park  improvements 

Phase(s)   n 
Phone 


DPW  Bureau  of  Engineering 
(2)  PRESENTED  BY  John  Pons/David  Pierce 


(3)  SITE  LOCATION  Noreiga  Street  between  14th.  and  15th.  Avenues 

m)   BUDGET 

(5)  PROJECT  DESCRIPTION: 


Issues:  Erosion  and  accessibility. 

Proposed  solution:   Staircase,  4'  wide,  following 
natural  land  configuration,  made  of  wood,  cement, 
metal.   Series  of  landings  with  connecting  beams. 
164  stairs,  with  benches  and  rest  areas  at  3rd. 
and  6th.  landings.   Staircase  begins  on  Noreiga 
Street. 


DIRECTOR 
Claire  N.  Isaacs 


Commission  Use  only 


Committee  Recommendation:      Approved 


Subject  to: 


ttee:    /^a^^n'  ^2tM^ 


For  the  Committee:    ^On^    J    ^<^^c-^^^^^^  Chairperson. 
Commission  meeting  date:   Jan.  5/88  Resolution  No.  14-88-106 


Item  10 
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CIVIC  DESIGN  COnniTTEE 
Project  Description  and  Action  Recommendation  Form 

The  CIVIC  DESIGN  CON^IITTEE  Of  the  San  Francisco  Arts 
Commission,  at  its  Meeting  of    December  is,  iqr? 
reviewed  the  following  Project  and  recomniends  action 
to  the  Commission  as  indicated,  subject  to  such  con- 
ditions as  may  be  noted. 

(1)     PROJECT   Lake   Merced    Shoreline    Improvements 


Phase(s)_i 
Phone 


DPW  Bureau  of   Engineering 

(2)  PRESENTED  BY 

(3)     SITE    LOCATION        Lake  Merced    Blvd. 

m)   BUDGET 

(5)  PROJECT  DESCRIPTION: 

Isues:  Erosion  and  land/shore  beautif ication. 


New  fishing  bloats  and  access  to  same,  including 
one  handicap  pathway.   Pathways  constructed  of 
2i^'  wide  railroad  ties  leading  from  roadways  to 
floats.   Railway-type  bulkheads  to  be  constructed 
to  curb  erosion. 

Committee  suggested  "resdesign  of  float  in  schematic 
"Float  F"  to  conform  with  curving  shore. 


/ 


DIRECTOR 
Claire  N.  Isaacs 


Commission  Use  only 


Committee  Recommendation;    Approved 

Resubmlttal   of   "Float    F"   rly^win 


Subject  to: 


For  the  Committee: 


7.  tC<-9/iw*^ 


Chairperson. 


Commission  meeting  date:  -^^^^  ^/^^    Resolution  No.  14-88-107 


Item  11 
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CIVIC  DESIGN  COmiTTEE 
Project  Description  and  Action  Recommendation  Form 


The  CIVIC  DESIGN  COmiTTEE  of  the  San  Francisco  Arts 
Commission,  at  its  Meeting  of     December  15,  i987  ^ 

reviewed  the  following  Project  and  recommends  action 
to  the  Commission  as  indicated,  subject  to  such  con- 
ditions as  may  be  noted. 

(1)     PROJECT    Ocean  View  Playground 

.  Phase(s) L 

Phone 


(2)   PRESENTED  BY 


DPW  Bureau  of   Engineering 


(^)    9TTF    I  nrATTON      Capital  Avenue   at  Montana   Street 

W   BUDGET 

(5)  PROJECT  DESCRIPTION: 

Playground  rehabilitation. 


(Disapproved.   Committe  suggested  a  drawing  be 
submitted  showing  trees,  shrubbery,  etc.) 


DIRECTOR 
IZIaire  N.  Isaacs 


J 


Commission  Use  only 
Committee  Recommendation:    disapproved 


Subject  to: 


littee:      Ad(2/ty^   A  ^4»Avv 


For  the  Committee:      ^dQ^y^   h  f<^»A4^ chairperson. 
Commission  meeting  date;  Jan.  5/88    Resolution  No.  i^-^^-^Q^ 

Item  13 
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